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Key: 


Issues are referred to by numbers, as follows: 

1 February 

2 April 

3 June 

4 Auguet 

5 October 

6 December 

The page reference follows a slanted line 

T indicates notice in Technics 

DR indicates picture and caption in Design Review 
ADR indicates eelection for Annual Design Review 
Boldface lower case indicates title of major article 
The General Index is followed by a People Index (page 
VII) and a Manufacturers Index (page X) 


General index 


ADVERTISING: also sce Graphics 
Lou Dorfsman of CBS—dialog 
J. Muller-Brockmann—dialog 
Selling 56 
English posters 


Afterthoughts on Aspen, by James Mar- 


1/44 

2/82 
ADR 6/125-131 

2/78 


ston Fitch 5/126 
AIR CONDITIONERS: see Appliances 
ALUMINUM 
The Aluminum Industry and Design 4/651 
Good Design in Aluminum 1/40 
aluminum sheets with built-in pipes T 6/133 
corrugated foil, packaging show 3/98 
furniture 1/18 
colored aluminum curtain wall panele 1/38 
aluminum products 4/55-63 
AMA Packaging Exposition 3/97 
AMERICAN SOCIETY OF INDUSTRIAL 
DESIGNERS: eee Organizations 
Appliances '56 ADR 6/665-74 
APPLIANCES 
Kitehen of Tomorrow III 1/71 
Appliance Review 2/103 
AIR CONDITIONERS: 65/118: DR 
2/119; DR 3/120; ADR 6/76; elec 
tronic ADR 6/76 
DISHWASHERS: ultrasonic dishwash- 
er 1/75, ADR 6/74 
LAUNDRY EQUIP.: clothes washer 
DR 2/110, 5/119, DR 110, ADR 
6/74; dryer ADR 6/74: built-in 
laundry ADR 6/74; vibrator washer 
ADR 6/74 
RANGES, HOTPLATES, OVENS: in- 
duction range 1/74: range 6/84, 
117; Hotpoint 5/84; Danish 1/78: 
ranges DR 2/106, 111, ADR 6/66, 
67; electronic DR 2/111, 6/116, DR 
5/121, ADR 6/66, 67: elevator 
oven, Phileo ADR 6/67 
REFRIGERATORS, FREEZERS: cir- 
cular refrigerator 1/74; refrigerator 
DR 2/108, 109, ADR 6/72, 73: 
electronic refrigerator ADR 6/72 
SMALL APPLIANCES: see House- 
wares, Electric 
ARCHITECTURE 
Aluminum Industry and Design: Alcoa 
building fittings 4/656 
Sullivan’s Chicago: portfolio of photos 
of works of Louis Sullivan 5/66 
From the Ground Up, by Louis Mum- 
ford, book review 3/8 
Wrought Iron, by Aston and Storey, 
book review 3/8 
The Idea of Louis Sullivan, by John 
Szarkowski, book review 6/10 
Sun and Shadow: philosophy of Marcel 
Breuer, book review 5/8 
Italy Builds by G. E. Kidder-Smith 1/10 
Latin American Architecture, by 
Henry Russell Hitchcock, book re- 
view 1/10 
air-supported portable warehouse ADR 6/90 
bomb shelter, described, Paul Laszlo 4/12 
building blocks, interlocking ADR 6/91 
Latin American Architecture since '45 1/16 
plastic house, experimental, molded 
4/116, ADR 6/91 
sliding curtain wall ADR 6/91 
Troffer-acoustical panels ADR 6/91 
water-cooling tower, Badger Mfg. Co 4/149 
unit-wall modular eystem ADR 6/91 


II 


Aspen: Afterthoughts on the Fifth 
International Designers’ Conference, 
by James Marston Fitch 


ASSOCIATIONS: see Organizations 


ATOMIC POWER 
clock 
airplane 
portable projector 
AUTOMATION 
Keeping Pace With Automation, by 
AMA, book review 
Herbagere, grass growing machine 
AUTOMOBILES 
Cars ’56 
Cars '56: The Driver’s View dashboard 
design 
International Auto Show 
Tin Lizzie, by Philip Van Doren Stern 
Henry’s Wonderful Model T, by Floyd 
Clymer, book review 
Citroen 4-door sedan 
crash-proof safety car 
exhibit of auto classics 
GM gas turbine family car 
GM Motorama 
National Automobile Show 
transistorized fuel injection system 
production figures 
Renault jet turbine car 
automotive safety belts, Goodyear 
Volkswagen 
AVIATION 
Flying Bedstead, redesign 
Helicopter NH-160, redesign 
Inflatable airplane, redesign 


3/76, 
Lockheed Starfighter, redesign 

3/74, 
Million Dollar Modelmaking; Boeing 


707 interior 
atomic powered plane 
Bell X-2, stainless steel surfaces 
Boeing 707 jet transports, flight contro) 
Boeing 707 interior 
Convair, Golden Arrow 
Convair, Skylark 600 
Douglas high-pressure swinging door 
for DC-8 jet 
English Fairey Rotodyne 
heliport opens in Manhattan 
Intercontinental Ballistics Missile 
paint scheme 
Russian jet liner 
satellite, artificial 
Sea Master, jet sea plane 
T.V. air traffic system 
United Airlines cabin 
wingless aircraft 
AWARDS 
American Society of Tool Engineers 
Art Director’s Club of L.A. 
Golden Compass, annual awards an- 


nounced 

Golden Compass, award winners of 
1955 shown 

IDI annual design award 

Industrial Marketing, awards to IN- 


DUSTRIAL DESIGN magazine 
Edward Longstreth Medal 
Frederik Lunning Prize 
Pressed Metal Institute, 

award 
Presteel award 


redesign 


ADR 
ADR 
ADR 


DR 


DR 
DR 


ADR 


ADR 


ADR 


ADR 


ADR 
ADR 
ADR 

T 


ADR 


5/126 


6/54 
6/112 
6/120 


6/10 
6/14 


1/112 


4/134 
3/117 
1/8 


1/8 
6/115 
6/20 
2/18 
6/115 
1/12 
5/16 
6/136 
5/20 
6/115 
2/123 
6/83 


3/76 
3/74 


6/113 
6/114 


4/64 
6/112 
6/133 
5/20 
6/114 
4/16 
3/26 


6/20 
6/12 
6/12 
5/20 
5/118 


ADR 6/114 


ADR 


ADR 


1/18, 


6/112 
6/14 
2/122 
2/18 
6/113 


4/20 
2/22 
6/20 


2/64 
4/10 


3/20 
1/24 
1/24 


2/22 
5/16 


—" 


BARBECUES: see Hi 
BATHROOM FIXTURES 

Adamsez toilet 

Crane Neuvogue 

Crane Temple 

Crane, Norwich Lavatory 

vanitory, sink in storage piece 

BOATS 

Pleasure Craft, boats reviewed 

depth meter 

Scott Atwater motor 

marine hardware 

nautical compass 

Bob Rockwood, Travelling Plastics Spec 
ialist 
BOOK REVIEWS 

From the Ground Up, by Lewis Mum- 
ford 

Good and Bad Taste, by Odd Broch- 
mann 

Henry’s Wonderful Model T, 1908 
1927, by Floyd Clymer (rev. by 
Eric Larrabee) 

How to Plan and Conduct Workshops 
and Conferences, by Richard Beck- 
hard 

The Idea of Louis Sullivan, by John 
Szarkowski 

Italy Builds, by G. E. Kidder-Smith 
(rev. by Paul Mitarachi) 

Keeping Pace with Automation, Amer- 
ican Management Assoc. 

Latin American Architecture since 
1945, by Henry-Russell Hitchcok 
(rev. by Paul Mitarachi) 

Pattern and Texture: Sources of De 
sign, by J. A. Dunkin Wedd 

Railroading Around the World, by 
S. Kip Farrington (rev. by John 
Pile) 

Sun and Shadow: the philosophy of 
Marcel Breuer (rev. by Paul Mita- 
rachi) 

Tin Lizzie: The Story of the Fabulous 
Model T Ford, by Philip Van Doren 
Stern (rev. by Eric Larrabee) 

200 Miles Up, by J. Gordon Vaeth 
(rev. by Kirk Hollingsworth) 

Wrought Iron, by James Aston and 
Edward B. Story 

BOOKS RECEIVED 

AMA Management Bookshelf, a Cata 
log of AMA Publications and Filme 

The Council of Industrial Design Elev- 
enth Annual Report 

Encyclopedia of American Associa 


ehold Eani 
t4) 





tions 
1956 Manual of Excellent Manage 
ments 
British Designs in the U. S. A. exhibition 
Building '56 


BUILDING MATERIALS: also see Archi- 

tecture; Hardware 

acoustical tile 

Acoustosorber units 

Basaltwool, acoustical materia] 

building block, modular ‘ 

Masonite board, garage door 

Masonite Shadowvent siding 

panels, structural, paper and plastic 

PREFABRICATION: Monsanto molded 
house 2/16; house by Carl Koch 
2/16: pipe frame carport DR 


4/75 
6/82 
5/82 
6/92 
6/124 


ADR 

ADR 

4/144 

T 6/138 

1/119, 5/114 
ADR 6/94 

T 6/138 


2/66 


3/8 


5/8 


1/8 


6/10 
6/10 
1/10 


6/10 


1/10 


6/10 


1/8 


5/8 


1/8 
1/10 


2/8 


6/1 
6/10 
6/10 


6/10 
2/78 
ADR 6/89-110 


5/90 
5/90 
T 5/141 
6/111 
5/91 
5/91 
T 2/123 
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2/120; inflatable warehouse ADR 
6/90; production-aire shelter 
5/111; shelter, experimental 5/111; 
telephone kiosk 5/111 
portable garage, Packaging Exposition 
steel fireplace 
tiles, Color Problems IIT 
walls, folding 
wall surfacing, spray-on 
wall panels, aluminum curtain 
wood hardboard 
BUSINESS EQUIPMENT 
Designers’ Desks - designers’ unite 
Man-Tailored Chair - Do/More posture 
chair 
BUSINESS MACHINES 
computors, electronic, 
Danish machines 
data printer 
dictating equipment, 
Dictet, Transcriber 
dispenser, label 
dispenser, tape 
duplicator, automatic 
duplicator, offset 
Facit calculator 
microfilm camera 
Pneumatic tube systems 
Ramac 
TYPEWRITERS: colored 2/92; auto- 
matic control 5/120; electric port- 
able ADR 6/63; Remington Rand 
4/10; Royalite portable ADR 6/63; 
Olivetti ADR 6/83 
Verifax copier 
visual data readout 
CAMERAS: see Photographic Equipment 
“Captive” Designer vs (?) “Independ- 
ent” (!) Designer, by George Nelson 
CARS: see Automobiles 
Cars ’53: Review 
Cars °56: The Driver’s View 
The Case of the Tinier Tuners: small 
radios 
CERAMICS 
Shaping America’s Products Il: Coors 
Chemical Porcelain 
Color Problems III: Ceramics 
Ferroxdure, non-metallic magnet 
CHAIRS: see Furniture 
Change at Ekco Products Co.: product 
planning 
CHICAGO 
Design in the Midwest 
Chicago Design Directory: 30 design 
firms 
Chicago Chapters IDI - ASID, sponsor 
exhibition . 
CHILDREN: see Toys, Furniture 
Children’s Interiors 
COLOR 
Color Problems - I: Introduction 
Color Problems - II: Organic Coatings 
Color Problems - III: Ceramics 
Color Programs - IV: Plastics with In- 
tegral Color 
Color Problems - V: The Perkin Cen- 


transistorized 


Soundscriber, 


tennial 
Communications ‘56 
COMMUNICATIONS 
Bell Telephone: case study of a new 
phone 


TELEPHONES: Ericofon, loudspeaker- 
telephone, picture-phone system 

intercom set 

office machines 

typewriters 

visual data readout 

COMPETITIONS: see also Awards 

Allmetal Screw Products Co., Inc. 

American Assoc. of Nurserymen 

American Fabrics 

American Silver Co., new application 

Billboard’s Competition for LP covers 

Finland House Lighting Corp. 

Illuminating Engineering Society 

James F. Lincoln Are Welding Founda- 
tion, machine design competition 

John Woodman Higgins Redesign 
Award 

Koppers’ Third Annual Design Com- 
petition for Plastic Housewares 

Nat. Advertising Agency Network, 
winners 

Nat. Assoc. of 
Mfgs. 

New England Paper Box Mfg., student 
comp. 

Package Designers Council, announced 
package effectiveness competition 
annual contest announced 

Plastic Housewares Design Comp., 
results 

Plastics House Competition, winners 


Architectural Metal 


DR 3/118, 


3/99 
3/16 
3/110 
3/99 
5/142 
1/38 
T 5/142 
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1/80 
3/70 


ADR 6/61 
1/79 

DR 2/121 
ADR 6/62 
ADR 6/62 
ADR 6/62 
ADR 6/62 
5/117 

ADR 6/22 
ADR 6/62 
T 6/136 
ADR 6/60 


ADR 6/62 
ADR 6/64 


4/77 


1/112 
4/134 


2/80 


3/92 
3/106 
T 6/133 


5/101 
issue 5 

5/113 

N 2/18 

ADR 6/110 


1/30 
2/92 
3/106 


4/124 


5/132-140 
ADR 6/53-64 


2/42 


ADR 6/64 
ADR 6/64 
ADR 6/62 
ADR 6/63 
ADR 6/64 


4/20 
2/22 
1/24 
4/16 
5/14 
4/20 
4/20 


6/20 


Society of the Plastics Industry, In- 
formative Labeling Contest 

Summer and Casual Furniture Mag- 
azine design contest 


6/20 


6/20 


COMPONENTS: see Electrical Components 


CONFERENCES 

Afterthoughts on Aspen, James Mars- 

ton Fitch 

Design Educators’ Second Symposium 

Education ef a Designer conference 

Allerton Conference on Typographic 

Arts, 8. T. A. 

A.S.1.D. 12th Annual Meeting & Elec- 

tions 

Aspen: Sixth International Design Con- 

ference announced 

—International Design Conference, re- 

ported 

Building Research Institute Plastic 

Studies Group, announced 

Cleveland Engineering Society 

1.D.I. Third Silvermine Symposium 

Italian Assoc. for I. D. meets 

International Coordinating Committee 

of Industrial Design 
International Design Congress, London, 
James Birnie speaker 

Third Annual Product Design Confer- 
ence 12th Annual Technical & Man- 
agement Conf. of the Reinforced 
Plastics Div. of S.P.I. announced 

CRAFTS 

Design and Craftmanship in Small- 
Seale Industry, by Don Wallance 

Southeast Asia Redevelopment Expo- 
sition for I.C.A. 

The Craftsman as Designer-Producer, 

by Don Wallance 

Museum of Contemporary Crafts 
Crane Company Design Program: Chicago 
CUTLERY: see Housewares 
Design Classics from Abroad 
DESIGN DEPARTMENTS IN INDUSTRY 

Armour & Company 

Container Corporation 

Crane Company 

Dormeyer Corporation 

Hotpoint Company 

Frank Hough Company 

International Harvester 

Montgomery Ward, history 

organization 

Motorola, Inc, 

Rohm & Haas design service 
Design Engineering Show report 
Design for Merchandising: Chas D. Brid- 

dell 
Design In The Chicago Midwest 
Designed For Impact: tennis and golf 

equipment 
The Designer As Economic Diplomat 

Russel Wright's trip to S. E. Asia 
DESIGNERS & ARCHITECTS: see 

People Index, page VII 
Designers’ Desks 
DESIGNS FROM ABROAD 

Bernadotte & Bjorn of Denmark 

Designs from Britain 

Design Classics 

Good Design in Aluminum: Canada 

Italian Golden Compass awards shown 

7 Dp H hala Objects 

London’s Design Centre 

Danish silver by Nils 

Latin American Architecture exhibit 
DIALOGS ON GRAPHIC DESIGN 

Lou Dorfsman of CBS 

J. Mueller-Brockmann 
DIE-CUTTING: see Packaging 
DINNERWARE: see Housewares 
DISPLAY: also see Packaging 

Display design by Louis Danzinger 

Display design, Design Center, England 

Point-of-Sale display: Parker Pen Co. 
Do/More’s Man-Tailored Chair 
Dorfsman, Lou of CBS Radio 
Dormeyer develops a mixer design. 
Drawers For A Mass Market: GE mold- 

ed drawers 
EDITORIALS 

Progress & Protests 

How To Select An 

signer 

Postwar Plastics Decade 

Industrial Design Goes Monthly 

Look, Ma, No Product! 

What’s New? 

EDUCATION: see Schools 

Education of a Designer Debated 

Educators’ Second Conference 

Ekeo Product Co.: Product Planning 

ELECTRICAL COMPONENTS 
antenna, radar 
antenna supports, 


and re- 





Industrial De- 


ferrite-core 


5/126-129 
4/118 
1/82 


4/10 
5/16 
1/24 
4/12 


6/14 
1/22 
5/16 


6/12 
4/10 


5/16 


6/14 


3/82 
4/69 


4/81 
4/20 
5/82 


ADR 6/83-85 


5/79 
5/77 
5/82 
5/92 
5/84 
5/86 
5/78 


5/72, 106 
5/81 
3/64 
3/94 


2/55 
issue 5 


4/97 


4/69 


1/80 


1/76 
2/78 
ADR 6/83-85 
1/40 
2/64 
3/78 
4/74 
1/22 
1/16 


1/44 
2/82 


5/14 
4/76 
5/115 
3/80 
1/44 
5/92 


3/56 
1/29 


2/37 
3/51 
4/49 
5/55 
ADR 6/49 


1/82 
4/118 
5/102 


rT 5/16 
T 5/143 


automated fuse 
battery with unlimited shelf life 
brushes for insulated motors 
coil winding 
connectors, outdoor 
delayed transmission headset 
electrical insulation, epoxy resin tapes 
enameled wire 
experimental fuel cell 
light amplifier 
mount for electronic equipment 
mount for TV tube 
radio frequency lamp 
switch, rotary 
terminal lugs 
tonotron tube 
transistors, Bell Telephone 
transistors in small radios 
transistor, sub-miniature 
voice control, automatic 
washers, battery 
ELECTRONIC EQUIP.: see Industrial 
Equipment 
EQUIPMENT: see Industrial Equipment; 
see Photographic Equip.; see Business 
Equipment 
Equipment ’56 
EXHIBITS & EXPOSITIONS 
AMA Packaging Exposition Report 
Design Engineering Show Report 
International Auto Show Report 
Japanese H hold Objects Exhibit 
Packaging Exposition Report 
The Perkin Centennial Report 
Plastics Exposition Report 
Textiles For Industry Report 
U.S. Plastics Travel Abroad 
EXHIBIT ITEMS: Amer. Inst. of 
Graphic Arts announce shows 2/22: 
Assoc, of Canadian Industrial De- 
signers traveling exhibit 1/18; 
Boston Arts Festival announcement 
2/16; British designers touring 
exhibit 5/14; Council of ID (Lon- 
don) opens exhibit area 1/18; Fam- 
ily Service Assoc. posters 3/14; 
IDI announces Detroit exhibit 2/16; 
Kalamazoo Art Center, Well De- 
signed Autos 2/18; Latin American 
Architecture exhibit 1/16; Los An- 
geles Art Directors Show 5/14; Na- 
tional Automobile Show announced 





5/16; National Home Fashions 
League 6/16: Society of Typo- 
graphic Arts, Yusaku Kamekura 


4/20; Switzerland, Globus Dept. 
Store exhibit of U.S. designs 4/20; 
Triennale of Milan announced 5/16; 
Herbert Bayer retrospective in West 
Germany 6/22; AIGA announces 
British exhibition 6/16; 8th Na 
tional Plant Maintenance & Engin- 
eering Show announced 6/14; U.S. 
World Trade Fair announced 6/14 
FABRICS: see Textiles 
FANS: see Housewares 
FASTENERS: see Hardware 
FILMS 
“Tools of Abundance” 
“Glass” 
FINISHES 
Color Problems—II: Organic Finishes 
Color Problems—III: Ceramics 
ceramic coating, metalized 
chemical coating for alloys 
nitrocellulose, finishing materials 
organosol coating for safety belts 
silicone finishes for glass cloth 
slip-resistant coating 
Whirlclad coating process described 
wrinkle finish, Stanley Chemical Co. 
FIREARMS: see Weapons 


4/148 
6/139 
5/143 
3/128 
4/148 
2/125 
3/130 
5/142 
6/139 
6/54 

5/142 
5/142 
6/54 

1/120 
4/147 
2/122 
1/120 
2/80 

6/139 
5/144 
3/130 


> - 
\~] \~] 
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ADR 6/111-124 


3/97 
3/94, 95 
3/117 
3/78 
3/97 
5/182-140 
4/110 
5/130 
2/74 


1/24 
6/14 


2/93 

3/108 
T 6/143 
T 4/147 
T 2/102 
T 2/123 
T 2/125 
T 56/144 

3/95 
T 4/147 


FOREIGN DESIGNS: see Designs From Abroad 


FURNITURE 

CHAIRS: Albini chair 2/65; arm chair 
5/122; Do/More posture chair 3/70, 
ADR 6/99; Charles Eames new 
lounge chair 2/12, ADR 6/100; 
Eames design laboratory 4/88: gar- 
den chair 4/76; Japanese chairs 
3/79: Herman Miller Furniture Co. 
3/87; George Nakashima workshop 
4/83; Saarinen drafting stool ADR 
6/99; Zelenko dining chair ADR 
6/69; Noguchi stool ADR 6/101; 
Marshmallow sofa ADR 6/100; 
Thonet ADR 6/85; molded wood 
ADR 6/84; Chiavari ADR 6/84 

children's chair and bed 
Furniture & Furnishings 

LAMPS: see Lighting 
MISC. FURN.: designers’ desks 
1/80: plastic drawers 3/56: prefab- 


ADR 6/110 
ADR 6/96-101 


III 





ricated furn. panels 5/122; sleeper- 
sofa 5/123; Pratt exhibit 1/24; 
sofabed ADR 6/98; nesting tables 
ADR 6/98; card-dining table ADR 
6/98; removable chair cover ADR 


6/99; 
modular seating units ADR 6/96 
STORAGE: steel storage wall, index 


unit, clothes filing system, linear 


group cabinet ADR 6/97 
GARDENING TOOLS: see Hardware 
Gerber Legendary Blades: Case Study 


typing table ADR 6/97; 


3/90 


GLASS: see also Ceramics; Packaging; Glassware 


Blenko Glass, Shaping America’s Prod- 


ucts 3/83, 84 
Corning Glass, Shaping America’s 
Products 2/48 
Steuben Glass, Shaping America’s 
Products 2/48 
Textiles, U. S. A., glass fabrics 5/130 
Smokestack, glass, A. O. Smith Corp. 5/12 
GLASSWARE 
Fostoria Glass ADR 6/104 
insulated tumblers DR 2/114 
Murano Glass 2/65 
Patrician stemware ADR 6/185 
plastic cups DR 3/122 
Venini glass bottles ADR 6/83 
Good Design in Aluminum from Canada 1/40 
GRAPHICS 
Dialogs on Graphic Design: 
Lou Dorfeman of CBS 1/44 
J. Muller-Brockman 2/82 
8 Identification Programs (Kimberley- 
Clark, Herbert Realty & Construc- 
tion Co., A. B. Dick Co., Inland 
Steel, Sears Roebuck & Co., Martin 
Senour, Felt Products Mfg. Co., Con- 
tainer Corp.) 5/94-96 
Noticed The New Haven? company 
identification program 1/52 
Masonite brochure 5/125 
outdoor signs & letters 3/55 
record covers, Windin’ Ball records 5/1265 
Reynolds Metals Co. brochure, cata- 
log, book 4/61 
Society of Typographic Arts, Chicago 
exhibition 2/16 
GUNS: see Weapons 
Bardware Becomes an Art Gallery 3/48 
HARDWARE & TOOLS 
Building Equipment '56 ADR 6/92 
bench brackets ADR 6/094 
DOOR HARDWARE: automatic door 
hardware 5/123; doorknobs, Yale & 
Towne 3/68; knuckle hinge, Soss 
3/130; Tempo knob ADR 6/93: 
latchbolt ADR 6/93: decorative 
knobs ADR 6/95; sliding door ADR 
6/95 
ELECTRIC HAND TOOLS: drill 
5/118: portable saw DR 2/124 
GARDENING EQUIPMENT: alumi- 
num garden tools 4/56: contour 
ecraper T 4/148: grass shears 
56/121; Japanese gardening shears 
3/80; lawnscaper DR 3/124: lawn 
sprinkler 65/115; power mower 
2/98, 4/108; lawn sprinkler ADR 
6/122; lawn-garden tractor ADR 
6/122 
HAND TOOLS: hacksaw DR 3/124: 
hammer, plastic handled 3/58: 
hand drill 5/117: hand tools by 
Pratt students 2/90; Japanese axe, 
carpenter's tools, saw 3/81: paint 
scraper T 4/148 
INDUSTRIAL HARDWARE: bolts, ti- 
tanium 4/16: clamps 2/124; luga 
& rivets T 4/147: securing mount 
T 3/130; tool mount, Radarm T 
4/148: miniature aprings T 6/138 
light switch ADR 6/94 
marine hardware ADR 6/04 
Heating and Lighting '56. ADR 6/75-80 


HEATING: see Appliances (Air Conditioners, Heaters) 
Highlights from the SPI Plastics Expo- 


sition 4/110 
Hotpoint Co. Case Study: Chicago 5/84 
Hough Co. product development: Chicago 5/86 


HOUSEHOLD EQUIPMENT: see Appliances; Housewares 

ACCESSORIES: ashtrays ADR 6/103; 
architectural pottery ADR 6/102; 
candelabra ADR 6/103; fireplace 
grate-grill ADR 6/102; planter ADR 
6/102; salt & pepper shakers ADR 
6/103; Karpet Squares ADR 6/96: 
traveling clock ADR 6/124 

BARBECUES: round-up DR 4/140; 
indoor grill ADR 6/102; tools ADR 
6/106 

CLEANING & LAUNDRY EQUIP.: 
canister vacuum DR 2/145; roller 
vacuum ADR 6/70; hand vacuum 
ADR 6/70; hamper, vulcanized fibre 
2/114, ADR 6/108; ringlet clothes 
pins 2/121, ADR 6/107; clothes 


IV 


iron 4/75, ADR 6/70; laundry cart 
ADE 6/167, 108; dust pan ADR 
6/108; Biddy Broom ADR 6/108: 
stocking dryer ADR 6/109; nozzle 
for cleaner ADR 6/70 

ELECTRIC EQUIP.: brush 2/65: 
clock 4/75: plug-in strip DR 2/120 
sewing machine 5/116 

MISC.: bucket, polyethylene 2/64: 
garbage can, polyethylene 2/10, 
ADR 6/109; ice bucket 2/65; lad- 
der, magnesium 1/120; pencil sharp- 
ener 2/119; scale, bathroom 5/115: 
scale, household 4/75; thermos 
2/65: water can, plastic 3/63: 
shopping cart ADR 6/107; carpet 
grips ADR 6/109: traverse rod ADR 


6/108 
HOUSEWARES 
Ekco Products Co. Product Planning 5/102 
Housewares Review 3/122 


Housewares '56 ADR 6/106-109 

BOWLS: aluminum DR 2/130; plastic 
5/120; wooden 4/86 

COFFEE & TEA POTS: aluminum 
1/40, 41; Danish 1/78: sterling 
ADR 6/104; see Electric House- 
wares, below 

CUTLERY: Danish knives, sharpener 
1/76; frozen-food knife DR 2/118, 
ADR 6/106; Gerber Legendary 
Blades 3/90; holders, Knife Nook. 
Kitchen-Aider DR 2/115: spear 
knife DR 2/114 

DINNERWARE: institutional 4/114; 
plastic 3/122, 4/129, ADR 6/104; 
translucent plastic 2/113; two-tone 
Dlastic 4/114; Wedgewood ADR 
6/85; Artzberg ADR 6/84 

ELECTRIC HOUSEWARES: automa- 
tie appliance center 2/112; ADR 
6/68; coffeemaker, portable DR 
1/122, ADR 6/69; coffeemaker auto- 
matic DR 3/122, 5/116-118, ADR 
6/69; cookers 2/114, ADR 6/68: 
fan 1/108; paper-disc fan 2/114; 
fans ADR 6/76-77: mixer, hand 
2/119; mixer, electric (case study) 
5/92; mixer, built-in 5/116, 2/112. 
ADR 6/71: mixer, combination 
2/12; skillets round-up 2/116-117: 
skillet, detachable plug 5/119, ADR 
6/68; skillet 3/114, ADR 6/68: 
toaster DR 2/113, 3/114; meat 
grinder ADR 6/70; electric bean 
pot ADR 6/68; Toast-R-Oven ADR 
6/69; automatic tea maker ADR 
6/69 

FLATWARE: Danish stainless 1/76: 
Design For Merchandising, Carvel 
Hall Leisure flatware 2/56, ADR 
6/104; Plastics and Quality, Lunt 
Silversmiths Contrast 3/64, ADR 
6/105; Gerber Legendary Blades 
3/90; Towle steel & sterling ADR 
6/104; German stainless ADR 6/83: 
Gio Ponti stainless ADR 6/83 

MISC. HOUSEWARES: aluminum 
snack set DR 2/113; cellulose mop 
DR 2/113; egg beater 5/120: Freez- 
O-Tray DR 2/115; garbage can DR 
3/122: ice crusher 2/113, DR 
2/119; kitchen scoop DR 2/114: 
Newsbar DR 3/122: plastic funnel 
DR 2/120: polyethylene mat DR 
2/115; saucepan 2/113, 4/76: flour 
sifter ADR 6/108: pour-easy vac- 
uum bottle ADR 6/108: beverage 
set ADR 6/104: porcelain saucepans 
ADR 6/85 

PANS: aluminum 1/41; Ekco 5/104: 
stainless 1/28: Ekco oval bakeware 
ADR 6/106: square cake pan ADR 
6/108 

UTENSILS: Flint tols 5/105. ADR 
6/106; kitchen tools 5/104 

INDUSTRIAL DESIGNERS INSTITUTE: see Organiza- 
tions 
INDUSTRIAL EQUIPMENT 

ELECTRONIC EQUIP.: frequency me- 
ter, disc-type thermostat, evaporo- 
graph, well-head choke, electronic 
controller, electronic probe, potting 
board ADR 6/120-121; lemon sorter 
T 6/137; ship stabilizer, air syn- 
chrophasing T 6/136; transistorized 
fuel injection system T 6/136; new 
power supply T 6/139 

INSTITUTIONAL EQUIP.: sterilizer 
ADR 6/118; baking oven ADR 
6/119; utensil washer-sanitizer ADR 
6/119; 48-cup coffee urn ADR 6/69 

INSTRUMENTS: microdyeoscope, dye- 
ing inspection 1/34; neurocalo- 
graph 5/123: tube tester T 2/124: 
volt-ohmmeter, easy-to-read T 
5/144; X-Ray machine, portable 





5/121, ADR 6/121; wall thermo- 
stat ADR 6/94; navigation equip. 
T 6/137; atomic projector ADR 
6/120; depth meter T 6/138; nauti- 
cal compass T 6/138 

MATERIALS HANDLING: earth- 
moving equip., Le Tourneau-West- 
inghouse 5/119: Payloader tractors 
5/86; airport passenger truck 4/12; 
wheel, demountable T 5/144; bag- 
gage loader ADR 6/117; combine, 
switchmobile, Payloaders, fork-lift 
truck ADR 6/116; truck door & 
hood ADR 6/117 

PRODUCTION MACHINERY: actua- 
tor, linear T 4/146; engraving ma- 
chines T 4/148; gear-checking ma- 
chine T 5/115; molding machine, in- 
jection T 3/130; multi-pull power 
tool T 5/141: precision metal form- 
ing machine T 4/146; radial drilling 
machine T 4/148; stapling machine, 
automatic T 5/150: sealant gun for 
assembly with disposable cartridges 
T 1/119:.; tool grinder 5/121; tool 
mount T 4/148; ultrasonic cleaning 
T 5/141; ultrasonic tool T 1/118, 
4/91; vacuum cleaning T 2/125; 
welding torch T 4/146; wire rolling 
mills, miniature T 5/144; lathe 
ADR 6/118: pipe & bolt threader 
ADR 6/119: multipress ADR 
6/119; welding gun ADR 6/119: 
lathe ADR 6/119 

Institute of Design of LIL.T. new pro- 
gram 


5/108 
INSTITUTIONAL EQUIPMENT: see Industrial Equip. 
INSTRUMENTS: see Industrial Equip.; Surgical Tools 


International Auto Show Report 
KITCHENS: eee Appliances; Housewares 
Appliance Review 
Kitchen of Tomorrow III, by Frigidaire 
kitchen cabinets, by Masonite 
kitchen units and sectionals 
LAW 
Brunswick - Balke -Collender Co. vs. 
Kuehne Mfg. Co., design patent case 
LIGHTING 
BULBS: incandescent bulb 1/42 
LAMPS: all-purpose standing 2/65: 
bridge shade DR 3/123; down light 
DR 3/123; fixtures DR 3/123; Ital- 
ian tripod 2/64: Japanese lantern 
with stand 3/79: outdoor light DR 
3/123: street light 4/76: telescop- 
ing floor lamp DR 3/23; radio fre- 
quency lamp ADR 6/54: fluores- 
cent lamp ADR 6/77: industrial 
ceiling lights ADR 6/76; Japanese 
paper lamps ADR 6/80: chain lights 
ADR 6/80: pendant ceiling fixture, 
bell-shaped lamp. saturn ceiling 
lamp, lampole, night table lamp, ad- 
justable floor lamp ADR 6/78-79: 
Noguchi ADR 6/83: Luxo adjust- 
able ADR 6/84 
electroluminescent flashlight & panels 
LUGGAGE 
Amelia Earhart luggage, 
America’s Products 
Tri-Taper, Hawley Molded Products 
Machining With Sound Waves: ultra- 
sonic techniques 
MANUFACTURERS: see Manufacturers Index 
Manufacturers’ Literature Supplement 2/126, 5/145 
MARINE EQUIP.: see Boats 
Masonite Corporation develops products: 
Chicago 5/91 
MATERIALS HANDLING: see Industrial Equipment 
METALS: see also Aluminum 


DR 3/117 
2/103 
1/71 
5/91 

2/103-107 


4/12 


ADR 6/77 
Shaping 

3/83 
5/118 


4/91 


beryllium copper, taximeters T 1/119 
bunched wire T 4/147 
ceramic coating, metallized T 5/143 


expanded metal, U. S. Gypsum 3/103, 5/90, ADR 6/92 





magnesium ladder T 1/120 
magnesium-thorium sheet T 5/142 
silver, Nils Danish 1/22 
stainless steel airplane surfaces T 6/133 
tubing, bendable T 4/147 
METHODS: see Processes 
Million-Dollar Modelmaking: jet interior 4/64 
MODEL MAKING: see Processes, Industrial 
Model Making Techniques at General 
Electric 1/105 
Montgomery Ward & Co., Bureau of 
Design 5/72, 1086 
MOTORS, OUTBOARD: see Boats 
MUSEUMS and GALLERIES 
Brooklyn Museum opens Michelle Mur- 
phy Room 6/14 
Institute of Contemporary Art aids 
Israel 1/22, 87 
Museum of Contemporary Crafts an- 
d 4/20: d 5/12 
Museum of Modern Art 
Latin Amer. Architecture exhibit 1/16 
announces fabric show 1/24 


-~_aA mee =o @ & 


“ 
s Ss 
cw 


r 
Ital 


Nal 


Na 


Na 


Ne 








77 
83 
118 
D1 


145 


D1 


119 
147 
143 
/92 
120 


22 
133 
147 


BA 


87 


16 


Family Service Assoc. posters 
letters 
Textiles, U. S. A. 
received Golden Compass award 

National Gallery of Canada travelling 
exhibit 

Pasadena Art Museum exhibits Cali- 
fornia products 

Philadelphia Museum of Art Student 
Trailer project 

Walker Art Center Shows Good De- 
sign in Aluminum 

Wildenstein Gallery exhibits doorknobs 


NAUTICAL EQUIPMENT: see Boats 
New Techniques in Model Making, by 


Rudy Koepf and Edward Ferrari 


Noticed the New Haven? new design pro- 


gram 


Obsolescense: Good or Bad?, by George 


Nelson 


American Association For The Ad- 
vancement of Science, sponsors Per- 
kin Cent. 

American Association of Textile Chem- 
ists & Colorists, announces Perkin 
Cent 4/14, sponsors Perkin Centen- 
nial 

American Association of Nurseymen 
competition 

American Ceramic Society announces 
meeting 
meeting reported 

American Institute of Graphic Arts 
magazine clinic 
announces shows 
announces British exhibition 

American Leather Chemists Assoc., 
sponsors Perkin Centennial 

American Management Association 
Packaging Show Report 
expanding program 

American Pharmaceutical Association 
sponsors Perkin Centennial 

American Society of Industrial De- 
signers sponsor Midwest Design 
Show 
at Education of a Designer Conf. 
sponsors meeting 
annual meeting 


2/22, 3/14 
2/8 


5/130 
6/20 


1/18 
3/16 
4/14 
1/40 
3/68 
1/106 
1/52 


6/81 


OFFICE EQUIPMENT: see Basiness Machines 
ORGANIZATIONS 


6/137 


5/137 
2/22 


2/18 
3/12 


1/18 
2/22 
6/16 


6/139 


3/97 
5/20 


6/138 


1/18 
1/87 
3/12 
5/16 


members as ID contributors 1/6, 2/8, 3/6, 4/6 
6/22 


elects new officers 
sponsors symposium—Design Direc- 
tions & Influences 

American Society of Tool Engineers 
Presents special award 

Art Directors’ Club of Los Angeles, 
award 

Association of Canadian Industrial 
Designers sponsors exhibit 

Building Research Institute Plastics 
Study Group, three day conference 

Cleveland Engineering Society, spon- 
sors conference 

Council of Industrial Design (London) 
opens exhibit area 
Design Center opens 

Dry Color Mfg.'’s Association sponsors 
Perkin Centennial 

Family Service Association posters 
exhibited 

Franklin Institute gives E. Longstreth 
Medal 

Nluminating Engineering Society 
competition 

Industrial Designers’ Institute 
Syracuse meeting on Detroit design 
meeting 
at Education of a Designer conf. 
announce Detroit exhibit 
first annual testimonial dinner 
gives annual awards 
forms 2 California chapters 
forms new chapter in Ohio Valley 
design symposium in Silvermine 
names planning committee 

International Cooperation Administra- 
tion technical assistance program 

International Designers Group opens 
retail showroom 

Italian Association for Industrial De- 
sign, conference 

National Association of Architectural 
Metal Manufacturers sponsors com- 
petition 

National Industrial Design Council 
(Canada) travelling exhibit 
Good Design in Aluminum 

National Home Fashions League sym- 
Posia announced 

National Paint, Varnish & Lacquer 
Association, Inc. sponsors Perkin 
Centennial 

New England Paper Box Mfg.'s Assoc. 
student competition 


6/14 
4/20 
2/22 
1/18 
6/14 
1/22 


1/18 
2/24 
6/139 
3/14 
1/24 
4/20 
1/18 
1/22 
1/87 
2/16 
3/14 
4/10 
4/10 
5/14 
5/16 
6/22 
5/16 
1/18 


5/12 


3/20 


1/18 
1/40 


5/16 


5/139 
3/20 


New York Historical Society exhibition 3/10 
Package Designers Council 
Mass Packaging and Good Design: 


symposium 3/100 

adopts code of ethics 5/20 

competition announcement 4/16 
The Pakistan Institute of Ind. Des. 

forms organization 5/12 
Point-of-Purchase Advertising Insti- 

tute adopts code of ethics 5/20 
Posture Research Institute aids Do/ 

More chair 3/73 
Pressed Metal Institute award 2/22 
Society of Cosmetic Chemists sponsor, 

Perkin Centennial 6/138 
Society of the Plastics Industry spon- 

sors contest 2/10 

sponsors exhibit 2/12 

7th National Plastics Exposition 

reported 4/110 

sponsors Perkin Centennial 5/138 
Society of Typographic Arts 

Chicago graphic design exhibit 2/16 
Tile Council of America 

Color Problems III 3/110 
U. S. Department of Pathology spon- 

sors Perkin Centennial 5/138 

PACKAGE DESIGNERS COUNCIL: see Organizations 
PACKAGING 
A. M, A. Packaging Show 3/99 


Mass Packaging and Good Design, 
Package Designers Council sympo- 


sium 3/100 
Package Design Review 3/123, ADR 6/126 
Selling ’56 ADR 6/125-131 
Packaging Conference, Institute of 

Contemporary Art 3/12 
brochure for rugs ADR 6/121 
candy jars & carton ADR 6/126 
gasoline pump island unit ADR 6/131 


PAPERBOARD, FOIL & LABEL 
PACKAGING: Blatz Beer 5/124; 
Cooper's Inc. wearing apparel 
5/125; English packaging 2/78, 79; 
Miller Brewing Co. 5/117; O’Cedar 
mop 5/125, ADR 6/126: Parker 
House tin 5/119: Sears Roebuck 
naile 5/124; triple-wall corrugated 
fiber board 3/98; packages ADR 
6/120-131 

PLASTIC PACKAGING: Dial sham- 
poo bottle 5/124; Anchor Plastics 
packages from extrusions 3/60; 
Plastic foam 5/122; pressure-molded 
vinyl 2/60; skin packaging 3/99; 
Packaging Show 8/99 

SPECIAL PURPOSE PACKAGING: 
Cubitainer 3/98, ADR 6/126: die 
cuts ADR 6/128-129: measuring de- 
vice in package 6/15 


Paint-making—Color Problems II 2/95 
PATENTS: see Law 
The Perkin Centennial Report 5/132 
PERSONAL ACCESSORIES 
children's mittens ADR 6/110 
traveling clock ADR 6/124 
desk stand, ball point pen ADR 6/124 
pocket itemizer ADR 6/124 
hearing aid ADR 6/124 


PHONOGRAPSS: see Radios 
PHOTOGRAPHIC & PROJECTION EQUIPMENT 
Smaller Projection Lamps 2/51 
CAMERAS: automatic Bolsey 2/118; 
Contura 5/117; 16mm movie ADR 
6/123; Brownie turret movie ADR 
6/123; Leica III ADR 6/84 


case for light meter, G. M. labs 6/117 
new projector designs, Sylvania 2/61-54 
projectors, old gas and oil lights 2/62-53 
projector, automatic slide, Three Di- 

mension Corp. 5/115 
projector, Robomatic ADR 6/123 
slide case & viewer DR 3/124 

PLASTICS 

Life of a Travelling Plastics Specialist 2/67 
Plastics and the Question of Quality 3/64 


The Plastic Industry Practices Self- 

Discipline: standards and quality 

control 3/62 
The Plastics Industry and Design 

special feature, Introduction: Post 


Plastics Decade 3/51 
Plastics Exposition Highlights 4/110-115 
plastic auto, student project 3/16 
Plastics Exhibition, Smithsonian In- 

stitution 2/74 


ACRYLICS: letters 3 cover, 54; Plexi- 
glas sheet 4/110; Lucite extrusion 
4/110; Plexiglas 4/115 

EPOXY RESINS: adhesive T 2/123; 
casting resins for model making 
1/111; tapes T 3/130 

FOAM: silicone COHR foam T 5/141; 
Eccofoam GL T 6/135 

FORMING METHODS: air forming 
3/55; color 4/130: high speed fiber 


glase molding T 5/151; injection 
molding 3/57, 130; premix molding, 
hammer 3/59; premix molding, 
4/114; pressure molding vinyl 
sheets, Design for Merchandising 
2/60 

MELAMINE: Color Problems I 1/38; 
dinnerware 4/129; Plaskon 2/67 

MYLAR: Color Problems I 1/38; 
laminating tape T 2/123; AMA 
Packaging Show 3/99 

NYLON: bottles 4/114; manufacture 
of Plaskon 3/53; molded color 
4/114; textiles 5/130-131; molded 
vegetable-juicer & grinder T 6/134; 
powdered nylon molding T 6/134; 
strong fabric T 6/135 

PHENOLICS: casting resins 1/111; 
G.E, Idi pound T 2/124; 
Plastics Decade 3/51, 57;: phenolic 
resins, Color Problems II: Inorganic 
coatings 2/102; G. E. Textolite, 
Phenolic laminate T 2/124 

POLYETHYLENE: disposable con- 
tainers 4/113; Fortiflex 4/112; 
greenhouse 4/113; Hy-fax, flower- 
pot 4/112; manufacture 3/61; 
Marlex 50 bottle 4/113, T 6/134; 
packaging material 4/113; rope 
4/112; sandals 4/113; sealing tech- 
nique 4/113; Tenite disposable seal- 
ant gun cartridges 1/119; Tenite 
meter housings T 2/124; textiles 
5/130-131; vulcanized polyethylene 
T 65/144: zipper 3/97; 20-gallon 
trash can T 6/135; Trilok fabric 
T 6/135 

POLYSTYRENE: Cymac 400, Cymac 
201 4/111; drawer 3/57; foam 
3/99: food boxes 3/98; Plio-tuf 
4/111; Polyflex 4/111; vacuum- 
forming 4/111 

REINFORCED PLASTIC: automatic 
process for reinforced plastics T 
5/151: Fiberglas, New Techniques 
in Model Making 1/110; premix 
fiber glass, molded 3/59; window 
panes T 3/130 

VINYLS: color, Color Problems II 
2/102: Organisol coating for safety 
belts T 2/123; ribbon 3/98; vinyl 
plastisol T 3/131 

MISC. PLASTICS: Calcerite amino 
resins 1/110; Furan casting resins 
1/111; Polyester casting resins 
1/111; plastic pipe T 2/124; sill- 
cone finish for glass cloth T 2/125: 
silicone, COHR Foam T 5/141; Tef- 
lon cementable tapes T 5/143; Tef- 
lon helicopter fuel hose T 5/143 

Pleasure Craft Review 





4/140 


PLUMBING FIXTURES: also see Bathroom Fixtures 


kitchen faucet 
institutional drinking fountains 
Plumb Premix Hammer—a new formu- 
lation 
Power Mower—a designer-engineer col- 
laboration 
PREFABRICATION: see Architecture 
The Process of Product Planning by 
Latham-Tyler-Jensen 


ADR 6/93 
ADR 6/93 


3/58 
4/108 


6/97 


PROCESSES, INDUSTRIAL: also see Finishes 


COATING: brass & nickel wire T 
4/149: new method of chemical 
coating T 4/147; roller coating, 
Color Problems II 2/98; plastic 
coating 3/95, T 6/135 

electroforming for model making 

electroplating for model making 

electrostatic spray, Color Problems II 

grinding abrasive 

metalizing, vacuum 

MODELMAKING' finishing 1/122; 
molds, electroformed 1/111; molds, 
flexible 1/110: rigid plaster molds 
1/110; rigid reinforced plastic mold 
1/110: New Techniques in Model 
Making 1/106 

MOLDING: rapid injection T 3/130; 
nylon molding T 6/134; plastic 
molding T 6/135 

plating, brass 

rust preventative 

SEALING: heat sealing 3/99: Her- 
metet system 3/98: spot weld elas- 
tic sealer T 5/143 

ULTRASONIC MACHINE TOOLING: 
Cavitron Equipment Corp. T 1/118; 
cleaning T 2/141: Machining With 
Sound Waves 4/91-95 

PRODUCT PLANNNING 

The Change at Ekco Products Company 

The Change at Montgomery Ward 

The Process of Product Planning 
by Latham-Tyler-Jensen 

PROJECTORS: see Photographic & Pro- 
jection Equip. 


1/122 
1/122 
2/98 
T 6/151 
3/97 


T 3/128 
T 2/125 


56/101 
5/106 


5/97 








RADIOS, PHONOGRAPHS, RECORDERS 
The Case of the Transistorized Radios 
Radio & Sound Systems °56 
player, Victrola stereotape 
PORTABLE RADIOS: E. K. Cole Ltd. 
4/76; transistor, I.D.E.A. 6/119; 
miniature hat radio 6/55; Philco 
transistor 5/118; sun-powered port- 
able ADR 6/55; Rambicr portable 
ADR 6/55: transistor ADR 6/55; 
Globetrotter ADR 6/55; portable 
TV-Radio ADR 6/59 

speaker enclosure 

speaker, isophase electrostatic 

TAPE RECORDERS: microphone 
3/16: portable 5/119, ADR 6/56; 
recorder - reproducer, ‘Hear - See” 
tape player ADR 6/58 

tuners 

RAILROADS 

Noticed The New Haven? 

Railroading Around The World, 
book review 

TRAINS: Boston & Maine R.R. logo- 
type 3/10: Budd Co. lightweight 
railear 4/8; Budd Co. RDC Hot Rod 
1/60; Budd Co. tubular train 1/60; 
G.M. Aerotrain 1/60 exhibited 
2/16; Monorail, test run in Houston 
2/24: Pennsylvania R.R. train 
interiors and new ticket office 2/12; 
Pullman Standard'’s Train X 1/60; 
Talgo, A.C.F. 1/60 

REDESIGN 

Four Concepts in Flight: 
Helicopter NH-160 
Flying Bedstead 
Inflatable Plane 
Lockheed Starfighter 

incandescent bulb 

ski boot 

Rohm & Haas Design Service: case study 

RUBBER 
floats, Parker Appliance Co. 
heat resistant 

SAFETY 
crash proof car, Cornell Aeronautical 

Laboratory 

inflator, automatic life jacket 

SCHOOLS: see also Student Projects 

Education of a Designer Debated: 
educators’ conference 

Educators’ Second Symposium 

ID requests information about design 
schools 

Akron Art Institute design exhibit 

Art Center School ho'ds IDI meeting 

Art Institute of Chicago scholarship 

Bauhaus history of Bauhaus in 
Chicago 

Bridgeport, Univ. of, at conference 

California, Univ. of, ASID exhibition 

Carnegie Institute of Technology at 
conference 

Cincinnati, Univ. of, receives scholar- 
ship 

Cleveland Institute of 
scholarship 

Florida State University letter 

—Designs From Britain 

Georgia Institute of Technology at 
conference 

Illinois Institute of Technology 

—Midwest Design Exhibit 

—establishes scholarship 

—at conference 

—receives scholarship 
see also: Institute of Design 

MTilinois, Univ. of, at conference 

Institute of Contemporary Art 

—design aid to Israel 

—aided Corning Glass Co. 

— holds packaging conference 

Institute of Design at IIT announces 
seminars 

-——history of 

—current program: Change at IIT 

—referred to in letter 

—opens food packaging seminar 

Israeli Institute of Technology aided 

Kansas, Univ. of, at conference 

Massachusetts Institute of Technology 
at conference 

Massachusetts School of Art competi- 


Art receives 


tion 

Michigan State University brass plating 
research 

Michigan, Univ. of, at conference 


New York University announces color 
seminar 

Philadelphia Museum School of Art 

—host to education conference 

—Student Project: utility trailer 

Pratt Institute furniture exhibit 

—at conference 

—Student Project: hand tools 


VI 


ADR 
ADR 


ADR 
ADR 


ADR 


HA 


1/87, 


2/80 
6/56 
6/56 


6/57 
6/55 


6/56 
1/52 


1/8 


3/74 
3/75 
3/76 
3/77 
1/42 
1/43 
3/54 


4/149 
5/151 


6/20 
5/150 


1/82 
4/118 
6/12 
2/16 
3/14 
2/10 
5/75 
1/87 
2/16 
1/87 
2/10 
2/10 
2/8 
2/78 
1/84 


1/18 


1/22 


1/86 
2/10 


1/87 


1/22 
2/50 
3/12 


5/14 
5/75 
5/108 
6/8 
6/14 
1/22 
1/87 


1/83 
3/20 


3/128 
1/85 


5/16 


1/82 
4/i4 
1/24 
1/85 
2/90 


—plastic auto interior 3/16 
—plastic experiments 3/63 
Rhode Island School of Design at 
conference 1/87 
—student competition 3/20 
Southern Ilinois Univ. seminar 4/14 
Syracuse University product exhibit 1/24 
—at conference 1/83, 87 
Technion Israeli Inst. of Tech. 1/22 
U.S. Air Force Academy hires Teague 
Associates 2/12 
Yale School of Fine Arts competition 3/20 
Selling '56 ADR 6/125-131 
Shaping America’s Products, by Don 
Wallance, series in 3 parts: 
I. Design and Craftsmanship in 
Large-Scale Industry 2/38 
II. Design and Craftsmanship ino 
Small-Scale Industry 3/82 
Ill. The Craftsman as Designer- 
Producer 4/81 
SHIPS: see Boats 
SOCIETIES: see Organizations 
SOLAR POWER 
Radio ADR 6/55 
SPACE TRAVEL: see Aviation; Book 
Reviews 
SPORTS EQUIPMENT 
Designed For Impact: tennis and golf 4/97 
Golf: development of equipment 4/104 
Ski boot: Garmisch-Hydro redesign 1/43 
Tennis racket; evolution 4/98 
golf carts ADR 6/123 
plastic sled DR 2/120 
STUDENT PROJECTS 
Institute of Design of IIT: 
Four years of problems 6/111 
Philadelphia Museum School: 
A modern Conestoga 1/91 
Pratt Institute: 
Hand tools 2/90 
SURGICAL TOOLS 
Surgical Tools: a consideration of 
their design, past and potential 1/96 
SURGICAL TOOLS: cervical biopsy 
forceps 1/103; contour handles 
1/105: fingernail scalpel 1/104; 
Graves vaginal speculum 1/102; 
surgical stitcher 1/105; aortic dila- 
tor 1/104 
TAPE RECORDERS: see Radios 
TELEPHONES: see Communications 
TELEVISION 
Television & Communications ADR 6/59 
air traffic system, Kay Labs T 2/122 
antenna, G.E. high channel T 1/118 
antenna rotator DR 2/121 
for bank use 3/26, ADR 6/64 
TV City outlined 3/14 
classroom use T 2/122 
closed circuit at Brookhaven labs T 6/139 
PORTABLES: G.E. 2/24, ADR 6/58: 
RCA ADR 6/58: Westinghouse 
ADR 6/59: Murphy Radio Ltd.475; 
portable TV-Radio, Emerson ADR 
6/59 
remote control ADR 6/59 
sending stations in helicopters T 6/139 
Tonotron tube T 2/122 
wireless remote station selector ADR 6/59 
Textiles For Industry 6/130 
TEXTILES 
Textiles for Industry: exhibit 5/130 
Leo J. Mahsoud workshop 4/86 
American Fabrics exhibition  an- 
nounced 1/24 
Menlo Textiles mentioned 3/83 
Monsanto fabric motif 5/123 
non-woven fabric, Welling Sears Co. 4/148 
nylon & plastic, strong fabric T 6/135 
rayon tire cord 5/130 


Trilok 3-dimensional textile 1/24, T 6/135 


TOOLS: see Hardware 

TOYS 
Chi'dren ADR 6/110 
Magic Mirror movies ADR 6/110 
Picture Printer ADR 6/110 
Playskool, Inc. pull toy 6/121 


plastic dise sled 
TRAILERS 
student project 


DR 2/120 


1/91 

TRAINS: see Railroads 
TRUCKS: see Industrial Equipment 
TUNNEL 

New tube for the Lincoln tunnel 6/12 
ULTRASONICS: see Processes, Industrial 
U. 8. GYPSUM COMPANY 

design program: Chicago 5/90 

The Latest In Meshes 3/102 


VACUUM CLEANERS: see Housewares, 
Electric 
VENTILATION: 
Conditioners 
WEAPONS 
G. E. Vulean gun 
Civil War Gatling gun 


see Appliances, Air 


T 6/132-133 
T 6/133 











People 


Abbate, John Romweber account 3/26 

Abramowitz, Max judges competition 3/20 

Ackerman, Jay obituary 1/24 

Adams, E. A. quote on design education 4/119; 
pie 4/121 

Adams, Wilbur Henry new account 3/26; sterilizer 
ADR 6/118: utensil washer-sanitizer ADR 6/119 

Adler, Mortimer Aspen Conference 2/126; an- 
nouncement 3/12; at Aspen 5/129 

Albini, Franco Golden Compass award 2/65 

Alcott, John attends education conference 1/87; 
quotes on design education 4/118: pic 4/121 

Aldrich, Nelson W. Boston Museum School 2/22 

Aleksas Petras student project 5/111 

Alexander, Ramy, I.C.A. tour S.E. Asia 4/69 

Algoren, Lionel C. Chicago office (pic) 5/123 

Allen, Eugene P. Crane Co. (pic) 5/83 

Altschuler, Franz S.T.A. graphic exhibit 
pic 5/125 

Amino, Leo traveling plastics exhibit 2/76 

Amore, John’ Bell Telephone model 2/44 

Anderson, Edmund ASID symposium speaker 6/14 

Anderson, R. E. on tile use, quote 3/12 

Anderson, Winslow Blenko glass design 3/85 

Andrews, Howard Syracuse IDI 1/18 

Archipenko at new Bauhaus 5/75 

Arens, Egmont § addresses package designers 3/101; 
contest judge 5/16 

Arno'd, Arnold child's picture printer ADR 6/110 

Arnold, John speake on design education 1/83; 
conducts seminar 2/18; judges contest 2/10 


2/16; 


Arp, Hans Latin American architecture 1/16 
Asawa, Ruth in Japanese exhibit 3/78 
Askren, Robert Chicago designer (pic) 5/114; 


Ward's Bureau of Design 5/74 

Auerbach, Alfred American Ceramic Society meet- 
ing 2/18; IDI toastmaster 3/14 

Aul, Robert J. new position 1/24 

Ayres, Samuel L., dr. I.C.A. Conference 3/12 

Baekeland, Dr. Leo invents plastic 3/51 

Baer, Austin Robert surgical tools 1/100, 105 

Baker, Dr. W. R. G. quote 2/126; comments 5/20 

Balamuth, Dr. Lewis ultrasonic machining 4/92 

Banka, Frank Chicago designer (pic) 6/116 

Banka-Mango Chicago office (pic) 5/80, 116; elec- 
tronic range ADR 6/67 

Baringer, Richard Institute of Design (pic) 5/108: 
IIT seminar 5/14 

Barnack, Oscar Leica III ADR 6/84 

Barnes, James Barnes & Reinecke 5/77; referred 
to in letter 6/6 

Barr, Frank A. memorial scholarship 1/22 

Barr, John A. at Montgomery Ward 5/106 

Bartron, General Harold A, barbecues DR 4/140 

Bass, Saul I1.D.C. committee 3/12: at Aspen Conf. 


5/126-129 (pic 5/128); die-cut model train 
layout ADR 6/128 
Baumann, Herman P. quote, Perkin Cent. 5/137 
Bayer, Herbert jurist, S.T.A. exhibit 2/16: Con- 


tainer Corp. interior 5/96; Container Corp. (pic) 
5/77; retrospective exhibit in West Germany 6/22 


Baxendell, Charles student project 1/95 

Beall, Lester jurist, S.T.A. exhibit 2/16: to judge 
contest 5/16; Stanley tools package ADR 6/130; 
Wiss packaging program ADR 6/130 

Beck. Bruce S.T.A. exhibitor 2/16; Sears Roebuck 
identification 5/95; Institute of Design 5/108: 
Chicago office (pic) 5/124; IIT seminar 5/14 

Beck, George new IDI President 1/22: assists 
plastic specialist (pic) 2/67; judges contest 2/10; 
IDI meeting (pic) 4/10: new position 4/20 

Beck, Mark H. award 4/20 

Becker, F. K. picture-phone system ADR 6/64 

Becker, Nathaniel ASID symposium 6/14 

Becker & Becker atomic projector ADR 6/120 

Bee Var, Arthur on taste 2/16; ASID meeting 5/16 

Bedno, Ed_ identification design 5/94 

Belangie, Mike “Shaping America’s Products” 3/83 

Bel Geddes, Norman’ early industrial designer 5/76 

Bennett, Paul speaker, S.T.A. conference 4/10 

Benson, Emanuel M. on education of a designer 
(pic) 1/87; IDI speaker 3/26; 4/10; symposium 
quotes (pic) 4/118 

Ben-Zion poster exhibited 2/22 

Bernades, Sergio Latin American achitecture 1/16 

Bernadotte, Sigaard Scandinavian designs (pic) 
1/76; introduces calculator by Facit, Inc. 6/22 

Best, Melvin barbecue DR 4/140; letter 5/6; new 
office 5/20: shopping cart ADR 6/107 

Beyerstedt, Ralph Hough tractors (pic) 5/88 

Birnie, Jumes Reynolds Metals Co. 4/51: pic 
6/59; quote, International Design Conf. 5/16 

Bishop, H. David new position 1/24 


Bjorn, Acton work shown (pic) 1/77 
Black, Misha Aspen Conf. 2/126; 3/12: (nic) 
5/126-129: Designs from Britain 2/78; ICCID 


4/10; exhibit 5/14 

Blod, Francis addresses package designers 3/101 

Blumenfeld, A. M. counter display 3/12 

Bodtker, Eric award 4/16 

Boldt, Mel & Assoc. office, with plastic specialist 
2/69-71: Chicago office (pic) 6/119; electric 
skillet ADR 6/68 

Bond, Robert E. new position 5/20 

Bonecue, Fred Dormeyer case study (pic) 5/92 

Bordinat, Eugene IDI award 4/10 

Boshell, E. 0. Westinghouse Air Brake 5/18 

Bourke, Robert E. opens office 1/24 

Boutin, Harold 8. _ refrig-freezer ADR 6/73 

Bower, Ted vinyl shelter 2/120; award 4/16 

Bowlen, Nord Lunt flatware 3/64, ADR 6/105: 
(pic) 3/6 

Boothby, Norman 

Bradfield, Robert foil packages 4/60 

Bramberg, L. Designs from Britain 2/79 

Brandenburger, Leo at education symposium 1/87; 
new position (pic) 6/22 

Braun, Francis ASID officer 5/16, 6/22 

Breckley, W. Paul vanitory ADR 6/124 

Bredendieck, Hin speaks on education of a de- 
signer 1/84; symposium 4/118 

Brennan, Ted Chicago designer (pic) 5/114 

Brenneman, Joseph dustpan ADR 6/108 

Breuer, Marcel award 1/18; New Haven R.R. de- 
signs 1/52, pie 1/6; Boston & Maine R.R. 3/10 

Bridde’l, Willis pic 2/6: “Design for Merchan- 
dising”’ 2/56, 62 

Brocken, Karl identification design 5/95 

Brockmann, J. Muller see: Muller-Brockmann, J. 

Broezel!, Verne supplier for Dormeyer (pic) 5/92 

Brooks, Bob Dormeyer case study (pic) 5/93 

Brooks & Coddington house in U. S. Gypsum Re- 
search Village 5/90 

Brundage, Donald W. 
San Francisco 4/10 

Bryk, Rut work displayed 3/16 

Bryson, Bernarda poster exhibited 2/22 

Budke, Ernst II new position 3/26 

Budlong, R. D. carly Chicago designer 5/77 

Bulinkis, Joe joins Burroughs Corp. 5/20 

Burchell, Ed stocking dryer ADR 6/109 

Burlin, James new position 1/24 


quote 3/12 


directs new office 3/26; IDI, 


Burtin, Will designs plastic exhibit 2/74; Aspen 
committee 3/12; plastics symbol 4/110; Aspen 
Conf. 5/126-129; pic 5/128; judge LP contest 


(pic) 5/14; pic 2/6 
Burton, Dr. L. V. judges contest 5/16 
Bush-Brown, Harold speaks on education of a 
designer 1/87; retires 4/20 
Buschman, Willard aluminum kitchenware 1/40 
Buxtorf, Dr. Fritz quote, Perkin Cent. 5/140 
Calder, Alexander Latin American architecture 1/16 
Calev, Earle R. quote, Perkin Cent. 5/137 
Callahan, Harry ID faculty (pic) 5/109 
Callender, John Hancock award 4/20 
Canmann, David Ekco Products Co, 5/103 
Canzani, Victor G. directs project 3/16; 
tion 5/20 
Carder, Frederick Steuben Glass 2/49 
Cardozo, Danforth Boeing interior (pic) 4/64 
Carioti, Frank quote 2/24 
Caroselli, R. F. speaks at Perkin Cent. 5/135, 140 
Carreiro, Joseph speaks on education of a designer 
1/87; student project 1/91; temporary IDI exec. 
2/22: quotes 3/12: education symposium quote 
4/118; new office 4/20; retained by Esterbrook 
Pen Co. and Sani-Shell Corp. 6/22 


promo- 


Case, Richard Y. award 1/24 

Cassel, Norman 8. quote, Perkin Cent. 5/135, 139 

Casson, Sir Hugh Designs from Britain 2/78 

Chapman, Dave furniture exhibited 2/16; ICA 
handicrafts survey 4/69; Ward's Bureau of De- 
sign 6/74: Chicago designer 5/77; International 
Harvester 5/79; Felt Product Mfg. Co. identifi- 
eation 5/96; Ward's design consultant (pic) 
5/106, 107; Chicago office (pic) 5/115; lawn 
sprinkler ADR 6/122; slide projector ADR 6/123 

Charry, John International Designers Group 1/18 

Chayne, Charles A. quote 5/20 

Cheney, John design aid to Israel 1/22 

Chermayeff, Serge subject of letter 6/6 

Cherry, Peter W. model making 1/111 

Christenson, Trace, Jr. works (pic) 5/123 

Churchill, Harold E. quote 5/20 

Clarke, E. K. heads Westinghouse dept. 3/26 

Clauss, Alfred wins award 3/20 

Clement, Carl J. frequency meter ADR 6/120; 
electronic probe ADR 6/121 

Clements, William E. IDI award 4/10 

Cleminshaw, Douglas new position 6/22 

Close, Frederick J. Alcoa (pic) 4/51 

Cohen, Leonard student project 1/92 

Coiner, Charles judges contest 5/16 

Coke, C. E. quote, Perkin Cent. 5/140 

Coleman, K. E. award 4/16 

Coleman, Ralph quote, Perkin Cent. 5/139 

Collins, Jack & Carol Chicago designers 
5/120; letter 6/6; welding gun ADR 6/119 

Combs, Vice Admiral Thomas 8. quote on jet 
seaplane 6/14 

Compoli, Cosmo 


(pic) 


ID faculty (pic) 5/109 

Concannon, C. C. quote, Perkin Cent. 5/139 

Conner, Water B. Kaiser designer (pic) 4/62 

Conolly, Frank quote, Perkin Cent. 6/139 

Conrad, Eugene IDI award 4/10 

Constantine, Mildred letter 2/8; Package Designers 
Conf. 3/100 

Contemporary Concepts Chicago office (pic) 5/21 

Coors, Adolph chemical porcelain 3/92 

Cope, Stanley R. Presteel award 5/16 

Court, Lee Winslow ICA Conf. 3/12 

Covey, Laird power mower (pic) 4/109 

Cox, John Chicago designer (pic) 5/114 

Craddock, Donald L. new position 56/20 

Craig, T. J. speaks at Perkin Cent. 6/139 

Crane, Charles II Crane Co. (pic) 5/78 

Cranstoun, Alexander M. student project 3/16 

Cruse, Willlam T. judges contest 2/10 

Culberg, Jack at Ekco Products Co. 5/103 

Culver, Paul Carvel Hall model maker (pic) 2/6 

Cummings, Robert L. heliport negotiations 6/12 

Curran, John Reynolds designer (pic) 4/59 

Curtice, Harlow H. G.M. Motorama 1/12; men- 
tioned in book review 6/141 

Dalley, Donald retained by Capehart-Farnsworth 
(pic) 2/22; candelabra ADR 6/102 

Dana, Eugene ID faculty (pic) 3/109 

d’Andrea, Gilbert new position 1/24; car 4/115 

Danziger, Louis designs Art Directors Show 5/14; 
paint can label ADR 6/130 

Day, Lucienne fabric 2/78; exhibit 5/14 


Day, Robin fabric 2/78; exhibit 5/14 

Debs, Pierre removable chair cover ADR 6/99 

de Castro Mello, Icara Latin American architec- 
ture 1/16 


DeFano, Don new position 3/26; new firm 5/20 

Defenbacher, Dan Aspen committee 3/12 

Defner, John Chicago designer 5/117 

De Feo, Richard student project 1/93; 4/14 

DeHart, William steel & sterling ADR 6/104 

Dekovic-Smith Design Chicago office (pic) 5/125 

Dekovic, Gene see: Dekovic-Smith 

Delevoy, Robert International Coordinating Com- 
mittee of ID 4/10 

Del Guidice, Frank Boeing 707 interior 4/64 

de Majo, W. M. elected to FSIA 1/24; letter 2/8; 
Designs from Britain 2/78; exhibit 56/14; AIGA 
exhibit 6/16 

de Majo, Veronica Designs from Britain 2/79 

Deming, Robert L. new position 2/24 

DeNatale, Dick graphics (pic) 4/61 

DePree, D. J. “Herman Miller Co." 3/87 

Deschamps, R. L. new position 3/26 

Design Research Inc. Japanese exhibit 3/78; Har- 
vester-thresher combine ADR 6/116 

Deskey, Donald tube design 2/93; 
5/16; hamper 2/114, ADR 6/109 

De Varco, Don new position 3/26 

Diamond, Dorothy contest judge 56/16 

Diamond, Freda judges LP contest (pic) 5/14 

Dickens, Robert Sidney addresses package de- 
signers 3/101; contest judge 5/16; early Chicago 
designer 6/77; Kimberley-Clark identification 
5/94; Chicago office (pic) 6/124; letter 6/6; 
joins ASID 6/22 

Distillator, Philip quote, ceramic conference 3/12 

Doblin, Jay quote on education 1/86; speaks on 
taste 2/16: symposium’ quote 4/118 (pic); IIT 
seminar 6/14; elected Pres. ASID 6/16; “Insti- 
tute of Design at IIT” 5/76, 108, 109; elected 
ASID pres, 6/22; ASID symposium speaker 6/14 


contest judge 


VII 





Doherty, Bob Reynolds designer (pic) 4/59, 61 

Dohner, Donald early industrial designer 5/76 

Doman, D. W. letter 5/6: pen stand ADR 6/124 

Dopmeyer, Ralph award 4/16 

Dorfsman, Lou pic 1/6; “Dialog with Lou Dorfs- 
man” 1/44 

Downe, Albro F. new position 4/20 

Drexler, Arthur Latin American architecture 1/16; 
new position 5/20 

Dreyfuss, Henry “Bell Telephone”’—case study 
5/130; Crane Co. 5/78; ASID meeting 5/16; pic 
5/82; plumbing fixtures 5/82; Pixie cleaner ADR 
6/70; lavatory ADR 6/92; TV banking device 
ADR 6/64; light switch ADR 6/094; well-head 
choke ADR 6/121 

DuSell, Lee new position 6/22 

Dyal, John award 4/16 

Eames, Charies “Eames Workshop"—case study 
(pic) 4/88: lounge chair & ottoman 2/12; 
molded chair 2/95; joins Herman Miller 3/88; 
quadrafiex speaker enclosure ADR 6/57; lounge 
chair & ottoman ADR 6/100 

Earl, Harley ‘Kitchen of Tomorrow” 1/6; quote 
5/20; gas turbine family car ADR 6/115 

Earl, Harley, Inc. see: Harley Earl, Inc. 

Ebstein, John melamine tableware ADR 6/104 

Eckbo, Garrett Aspen Conf. 2/126, 3/12, 5/126- 
129: picture 5/128 

Eckersley, Thomas AIGA exhibit 6/16 

Edelstein, 8. M. quote, Perkin Cent. 5/137 

Edmunson, Harry Ekco product planner 5/106 

Ehrgott, Victor F. carpet grips ADR 6/109 

Ellertson, Arthur award 3/20 

Elliott, Frank F. IIT trustee 2/22; pic 5/82 

Ellis, Carleton Jr. Barrett Div. program (pic) 2/68 

Em Joh Mack keylift handling truck, 
truck hood ADR 6/117 

Engel, Elwood P. IDI award 4/10 

English, Roger M. attends education conference 
1/87; symposium on education 4/118 

Engstrom, Dr. Elmer W. IDI speaker 5/16 

Ensign, Robert Boeing 707 interior (pic) 4/65 

Ericsson, James IDI speaker 5/16 

Ernst, James IDI speaker 5/16 

Ernst, Jupp Aspen Conf. 3/12, 4/12, 5/153 

Ervi, Aarne garden chair 4/75 

Erwin, George L., Jr. Crane Co. 5/83 

Evans, Paul wood & pewter ashtray ADR 6/103 

Evans, Ralph M. quote, Perkin Cent. 5/136 

Everett, Julian Crane Co. design (pic) 5/83 

Exner, Virgil addresees Midwest conference 1/18 

Fahnestock, Samuel Alcoa consultant 4/51; pic. 
4/55, 56 

Falk, David attends display (pic) 4/74 

Farr, Michael attends display 4/74 

Faurot, Randall new position (pic) 2/22 

Felske, Arthur rolling vacuum cleaner ADR 6/70 

Ferrari, Edward author “Model Making at GE” 
1/106-110; picture 1/6 

Figgins, Richard Sylvania designs (pic) 2/6 

Fink, Karl contest judge 5/16 

Fink, Raymond appointed instructor 5/20: ID 
faculty (pic) 5/109 

Fiori, Quentin telephone type 2/45 

Fitch, James M. program committee 3/12; author 
“Afterthoughts on Aspen" (pic) 5/126-129 

Flanagan, Dennis Aspen Conference (pic) 5/153 

Fleming, Jack F. new position 2/22 

Fleming, Willlam Chicago designer (pic) 5/125 

Floria, James Chicago designer 5/117 

Florian, Gordon Dictet recorder ADR 6/62 

Foerster, Donald V. golf cart ADR 6/123 

Foley, Esther contest judge 5/16 

Ford, Harold exhaust fan ADR 6/77 

For, Marjorie student project 2/91 

Fordemwalt, F. M. announcement Perkin speech 
4/14; quote, Perkin Centennial 5/137 

Forni, Anthony G. E. plastic drawer (pic) 3/6, 57 

Forster, Henry Ekco product planning (pic) 5/102 

Foster, Ellis Crawford new position 1/24 

Foster, Will A. contest judge 5/16 

Fox, Laura award 4/20 

Franck, Kal award 1/24 

Frazier, Richard award 4/16 

Friedman, Arthur student project 1/95 

Friedman, William on taste 2/16; Aspen com- 
mittee 3/12 

Frisch, Gerald new position (pic) 6/22 

Frisch, Max Aspen Conference 2/126, Aspen com- 
mittee 3/12; Aspen Conference (pic) 5/126 

Fuller, Buckminster seminar, So. Illinois 4/14 

Fulton, James F. new position 1/24 

Gahrn, Carlo International Designers Group 1/18 

Galvin, Paul Motorola president 5/80 

Galvin, Robert Motorola design program 5/80 

Games, Abram Designs from Britain 2/78: exhibit 
5/14; AIGA exhibit 6/16 

Garr, Donald heads new G.E. lab 3/26 

Garroway, Dave ASID symposium speaker 6/14 

Gates, John M. Steuben design department 2/49 

Gelfand, Lou G.M. “Kitchen of Tomorrow” 1/74 

Gerber, Joseph ‘Gerber Blades''— case study 3/91 

Gerrlie, James K. Chicago designer 5/115 

Gershen, Irvin moves office 1/24 

Gersin, Robert new position (pic) 1/24 

Gewetzski, Richard rubber broom ADR 6/108 





Vill 


Giambrone, Harry C. Chicago designer 5/117 

Gianninoto, Frank California IDI 3/14; at South- 
ern Calif. meeting (pic) 4/10; contact judge 5/16 

Gilman, Lucius M.1.T. plastics lecture 2/18 

Gilson, Channing Wallace new office 3/26: insti- 
tutional drinking fountains ADR 6/93 

Girardy, A. B. resignation 3/26 

Giurgola, Romaldo designs exhibition 4/72 

Glass Assoc., Henry Chicago office (pic) 5/122; 
letter 6/6; clothes filing system ADR 6/97 

de Goetzen, Giuseppe electric brush design 2/65 

Goleoechea, Col. train design 1/60 

Goldberg, Robert I. IDI committee 3/14 

Golden, F. X. contest judge 5/16 

Golding, John expanded metals 3/103 

Goldsholl, Morton exhibitor S.T.A. 2/16; Martin 
Senour identification 5/95; Chicago office (pic) 
5/119; ID student 5/75; Motorola graphics 5/81; 
IIT seminar 5/14: moves office 6/22; tape re- 
corder ADR 6/56 

Goldsmith, William M. ASID officer 5/16 

Gollin, Norman & Pat die-cut menu ADR 6/128 

Golub, Leon ID faculty (pic) 5/109 

Good Design Assoc. engaged by Kawneer Co. 4/20; 
Chicago office (pic) 5/123; broom ADR 6/108 

Gore, Chester A. Product Design Conf. panel 6/20 

Goodwin, William award 4/16 

Grae, Bernard A. joins ASID 6/22; stereotape 
player ADR 6/56; portable radio ADR 6/55 

Graham, James award 3/20 

Granville, Walter C. IDI design award chairman 
3/22; speech announced 4/14; IDI award com- 
mittee 4/10; quote, Perkin Cent. 5/136: Con- 
tainer Corp. 5/77: reappointed chairman IDI 
committee 6/22 

Graves, Michael E. award 4/20 

Gray, Milner heraldic screen 2/18: exhibit 5/14 

Greene, Harry R. new officer of ASID 6/22 

Greene, Julian Chicago designer 5/118 

Greene, Thomas Casey NEPBMA competition 3/20 

Greenlee-Hess Akron Art Institute exhibitor 2/16 

Gregg, Richard automobile exhibition 2/18 

Gregoire, J. A. exhibits sports car 1/18 

Gretsch, Hermann dinnerware ADR 6/84 

Gropius, Walter attends display (pic) 4/74; Con- 
tainer Corp. plant 5/96 

Grossman, Abe sliding curtain wall ADR 6/91 

Grover, Frederick 8. portable heater ADR 6/77 

Gruen, Robert IDI meeting (pic) 1/22 

Guild, Laurelle early industrial designer 5/76; Car- 
rier air conditioner ADR 6/76 

Gujioka, Robert new position 5/20 

Hagert, Henry attends education symposium 1/87 

Hain, Robert W. student project 3/16 

Hald, Arthur Aspen Conf. 2/126, 3/12, pic 5/126- 
129; Aspen speech 5/12 

Hansen, Jorgen Nils store design 1/22: forms 
corporation with Thuesen 2/22 

Haraszty, Eszther new position 2/22 

Hardy, W. B. speaks at Perkin Centennial 5/139 

Harley Earl, Ine. Trilok upholstery designs 1/24: 
designs for Alcoa 65/57; fork-lift truck ADR 
6/116 

Harnden, Peter G. opens office 1/24 

Harper, C. W. Sears, Roebuck Co. identif. 5/95 

Harper, Irving pic 2/6: Carvel Hall 2/55-56: 
flatware case ADR 6/127 

Harper, Robert designe Boeing 707 interior 4/64 

Harris, Milton quote, Perkin Cent. 5/140 

Harris, Robert B. sailboat design 4/145 

Harshman, Arthur L. new position 6/22 

Hart, Harold Chicago designer 5/115 

Harty, M. Fillmore new position 4/2 

Harvey, Jason Japanese paper lamps ADR 6/80 

Hassa, Richard student project 3/16 

Hauser, Jon W. Assoc. additions to staff 3/26: 
IDI award 4/10; Chicago office (pic) 5/118: 
Hough Co. program 5/88; letter 6/6: Payloaders 
HA and H-12 ADR 6/116: golf cart ADR 6/123 

Hayes, Robert E. award 4/20 

Hebert, Jullien exhibition chairman 1/40 

Heffernan, Paul new position 4/20 

Heifetz, Yasha pendant ceiling fixture ADR 6/78 

Henrion, F. H. K. Aspen Conference 2/126, 3/12, 
5/126-129; Aspen speech 4/12; pic 5/128: AIGA 
exhibit 6/16 

Herlow, Erik aluminum coffee pot 1/40 

Hershey, Franklin Q. Kaiser design (pic) 4/51: 
IDI San Francisco 4/10 

Hess, Goldsmith & Co. glass fabric 5/130 

Highland, John W., dr. SPI contest 2/10, 4/16 

Hinde & Dauch wins award 5/16 

Hirsch, Harold design at White Stag 3/83 

Hitchcock, Henry-Russell Latin American archi- 
tecture 1/16; book reviewed 1/10 

Hodgman, Clare E. opens office 1/24 

Hoffmann, Prof. Joseph glass stemware ADR 6/85 

Hofmann, Armin Aspen Conf. 5/153 

Holland, Glenn dorrknob 3/68 

Hollis, Morton ICA Conf. 3/12 

Hood, Robert speaks at Midwest conference 1/18 

Hopkins, Kenneth IDI meeting (pic) 1/18 

Horley, Gary student project 1/94, 4/14 

Hosan, Syed Abid Pakistan Institute (pic) 5/12 

Hough, Frank The Hough Co. (pic) 5/87-88 

Hough, John wins award 3/20 

Houghton, Arthur, Jr. design at Corning 2/49 


Howell, James & Marie nesting tables ADR 6/98 

Howell, Rita new position 6/22 

Haghes, John Jr. Chicago designer 5/117 

Huxtable, L. Garth frozen food knives DR 2/118, 
ADR 6/106 

Hvale, James’ Ekco product planning (pic) 5/102 

Iannelli, Alfonso early Chicago designer 5/77: 
Chicago office (pic) 5/123 

Ingle, G. W. quote, Perkin Cent. 5/138 

Irvine, D, J. Hotpoint (pic) 5/85 

Irvin, Tom Chicago office (pic) 5/121 

Isaacs, K. new position 6/22 

Ives, Norman assists New Haven graphics 1/58,59 

Jackson, McStay Chicago office (pic) 5/122 

Jacobson, Egbert chairman AIGA competition 
2/22; speaker, Allerton 4/10; Container Corp. 
history 5/77 

James, Robert award 3/20 

Jensen, George Chicago office (pic) 5/118 

dJergenson, George IDI S. California (pic) 4/10: 
symposium 4/118 

Johnson, A. A. Design Engineering show 3/96 

Johnson, Allen B. IDI planning committee 6/22 

Johnson, C. L. Lockheed fighter 3/77 

Johnson, Carl rolling vacuum cleaner ADR 6/70: 
cabinet fan ADR 6/77 

Johnson, Philip doorknob 3/68 

Johnson, Robert E. United Airlines 3/18 

Jones, A. Quincy, Jr. U. S. Gypsum research 5/90 

Jones, Theodore attends education seminar 1/87: 
symposium quote 4/118 

Judd, Deane B. quote, Perkin Cent. 5/136 

Kahane, Melanie Westinghouse kitchen 2/104 

Kamekura, Yusaki STA exhibition 4/20 

Kamlukin, Igor lawn-garden tractor ADR 6/122 

Kann, Henry R. ID graduate 5/75 

Kano, Hisaakira Aspen Conf. 2/126, 3/12 

Karlen, Paul ICA program 3/26 

Karstrom, Susan (pic) 5/125 

Kasak, Charles open office 3/26 

Kaswell, Ernest R. quote, Perkin Cent. 5/137 

Kanuffer, E. McKnight graphics 5/96 

Kaufmann, Edgar, Jr. quote 2/16; direct Louis 
Sullivan exhibition 5/6 

Keal, John folding nest tables ADR 6/98 

Keating, Arthor Ekco product planning 5/80, 103 

Keating, Edward Ekco product planning 5/80, 102 

Keck Assoc., Henry exhibit 3/16 

Keefe, Jack portable coffeemaker ADR 6/69 

Keller, Harrison qunote 3/12 

Kelly, Burton Chicago designer 5/117: Dormeyer 
mixer (pic) 5/92 

Kelso, James W. IDI meeting 3/14: S. California 
IDI officer 5/10; IDI planning committee 6/22 

Kennedy, J. M. Revereware 2/46 

Kepes, Gyorgy on New Bauhaus faculty 5/75: 
serves Container Corp. 5/78; U. S. Gypsum de- 
signe 5/90 

Ketcham, Howard contest judge 5/16; AT&T color 
consultant 5/125 

Ketcham, Richard IDI chairman 4/10 

Kiefer, Leroy G.M. kitchen (pic) 1/71 

Kirk, 3. 8S. quote, Perkin Cent. 5/139 

Klein, Edward opens office 2/22; letter 6/6 

Knapp, J. Gordon Chicago designer (pic) 5/117 

Kner, Albert Container Corp. laboratory 5/96 

Knight, John B. new position 6/22 

Knight, Ralph E. Kaiser Aluminum (pic) 4/51 

Knode, 0. M. Savage Arms mower design 4/109 

Knoll, Florence pic 1/6; New Haven design 1/52 

Koch, Carl prefab house 2/16 

Koch, Walter L. new position 4/20 

Kock, W. E. picture-phone system ADR 6/64 

Koeber, Theodore H. International Harvester de- 
sign history 5/79: combine ADR 6/116 

Koepf, Rudolph H. pic 1/6; author, “New Tech- 
niques in Model Making” 1/107: GE iron ADR 
6/70; rolling vacuum cleaner ADR 6/70; cabinet 
fan ADR 6/77; Toast-R-Oven ADR 6/69 

Kohn, Misch lectures at ID 5/108: pic 5/109 

de Kolb, Erie opens office (pic) 2/22 

Kolli, Robert A. promotion 3/26; addresses sym- 
posium 4/118 

Koontz, Richard product design conference 6/20 

Koppe, Richard ID staff (pic) 5/109 

Korol, Stanley F. new position 4/20 

Kosmak, George IDI chapter (pic) 4/10 

Kowa!ski, Joxeph ID exhibit at Syracuse 1/24 

Kramer, Gideon truck door & frame ADR 6/117 

Krebs, William new position 4/24 

Krikorian, George speaks at Allerton Conf. 4/10 

Kropp, David student project 5/111 

Krzywda, Mitchell (pic)5/121 

Kuhlman, Roy wins contest 5/14 

Kula, Elsa speaks at Allerton Conf. 4/10 

Lahti, Aarre speaks on design education 1/85; 
symposium 4/118; IDI award committee 4/10 

Lamb, Thomas surgical] tools 1/104, 105 

Landor, Walter quote 2/24: addresses package 
design symposium 3/101; contest judge 5/16: 
potato chip bag ADR 6/130 

Lane, Marshall Aspen Conf. (pic) 5/126-129 

Lankford, Harry G. laundry cart ADR 6/107 

Larsen, Jack Lenor Trilok upholstery design 1/24 

Larsen, Roy Ward's Bureav of Design 5/74: con- 
test judge 5/16 

La Rue, Mervin W., Jr. movie camera ADR 6/123 








ome me 


eae Se 


Laszlo, Paul shelter 4/12: joins ASID 6/22 

Latham, Richard Ekco Product Planning (pic) 
5/102/103; pic 5/118; Ward's Bureau of Design 
5/74; see below 

Latham, Tyler, Jensen ASID Meeting 5/16; Chi- 
cago office (pic) 5/80, 118; Ekco design consul- 
tants 5/104: authors, “The Process of Product 
Planning” 5/97: storage unit ADR 6/97; Flint 
display box ADR 6/127: automatic instant cof- 
feemaker ADR 6/69 

Lawenda, Harry IDI chapter 4/10; ceiling light 
fixture ADR 6/78 

Lawrence, J. Richard flour sifter ADR 6/108 

Leake, Chauncey D. quote, surgical tools 1/97 

Lebner, C. A. new position 3/26 

Lee, Emory microphone 3/16 

Leger, Fernand mosaic 1/16; 
Container Corp. poster 5/78 

Leikind, Morris J. quote, Perkin Cent. 5/138 

Lendrum, James T. SPI competition advisor 2/10; 
jurist 4/16 

Leotta, Sam 8. IDI award committee 4/10: merger 
with James Parcher 5/20 

Lepper, Robert on design education 1/87 

Leskowich, John student project 2/91 

Levin, Monte TV-Radio ADR 6/59 

Lewis, Hunt wall thermostat ADR 6/94 

Libson, Maurice sound scriber ADR 6/62 

Lieberman, Jack H. ashtray ADR 6/103 

Liebes, Dorothy describes Anne Swainson 5/73 

Lietzke, Luke Akron Art. Inst. exhibition 2/16 

Lindenblad, Nils E. electronic refrigerator ADR 
6/72; electronic air conditioning ADR 6/76 

Linderfelt, Hal R. door for DC-8 jet 6/20 

Linsky, Chester Design Engineering 2/12, 3/96 

Lionni, Leo AIGA clinic, quote 1/18; poster ex- 
hibited 2/22; addresses package designers 3/100; 
AIGA exhibit 6/16 

Lippincott, Gordon pic 1/6: quote 2/24: Aspen 
2/126: Aspen speech 4/12; pic 5/126-129 

Lippincott & Margulies designers’ desks 1/80; 
traverse rod ADR 6/108; transcriber ADR 6/62; 
packages ADR 6/130 

Lippisch, Dr. A. M. wingless aircraft ADR 6/113 

Lipschultz, Sam _ speaks Allerton Conf, 4/10 

Little, J. M. reorganized office (pic) 4/20: re 
designed lathe ADR 6/119 

Loewy, Raymond Assoc. ‘56 cars 1/115; Westing- 
house contract 2/22: United Airlines interior 
2/18; retained by Scott-Atwater 3/26; “Do/ 
More Chair” 3/71; International Harvester his- 
tory 5/79; Chicago office (pic) 5/114: melamine 
dinnerware ADR 6/104; beverage set ADR 6/104; 
posture chair ADR 6/99; portable TV ADR 6/59: 
lampole ADR 6/79 

Lord, Francis B. re-design award 2/22 

Lory, Albert jet turbine car ADR 6/115 

Lowe, Don Chicago designer 5/118 

Lowell, Ralph Boston Museum €6chool 2/22 

Lowy, Ernest L. ceiling light fixture ADR 6/78 

Luck, J. 8. Aluminum coffee pot 1/40 

Luderowski, Theodore opens office 6/22 

Lustig, Alvin’ memorial 2/8 

MacAlister, Paul, & Assoc. IDI medal (pic) 1/22: 
IDI committee 4/10; Chicago office (pic) 5/122 

McAffrey, John’ International Harvester 5/78 

McCann, Hiram judges in plastic tube contest 
2/10: jurist 4/16 

McCobb, Paul group cabinet ADR 6/97 

McCord, A. King new position 5/20 

McCormick, Fowler International Harvester 5/78 

McCormick, Jim contest winner 5/14 

McDermott, Bernard A. joins ASID 6/22 

McDevitt, Jack new position 6/22 

McDowell, W. R. (QHotpoint (pic) 5/85 

McGaughey, William H. ASID speaker 6/14 

McGinnis, Patrick B. pic 1/6; ‘“‘Noticed the New 
Haven?” 1/52; Boston and Maine R.R. 3/10 

McKichan, Clair addresses IDI meeting 1/18 

McMahon, Howard 0. new position 4/20 

McNulty, Harold contest judge 5/16 

McRae, Ma'colm W. Crane Co. (pic) 5/83 

Macowski, William typing table ADR 6/97 

Maffel, Leo Tempo doorknob ADR 6/93 

Magarrell, D. F. Mainliner cabin 2/18 


doorknob 3/68; 


Maguire, John arranges ASID show 2/16; sym- 
posium quotes 4/118; opens office 6/22; new 
officer ASID 6/22 

Maguire, Robert H. ASID symposium panel 6/14 

Maher, William E. award (pic) 4/20 

Mahsoud, Lee J. ‘‘Mahsoud Workshop” 4/86 

Mango, Joseph Chicago designer (pic) 65/116: 
letter 6/6 

Mankki, Onnie work exhibited 2/16: pipe and 


bolt threader ADR 6/119 

Margolies, Robert new position 5/20 

Margulies, Walter pic 1/6: designers’ desks 1/80: 
addresses package designers 3/100; judges LP 
contest 6/14 

Marilees, Douglas attends education seminar 1/87 

Marshall, George K. new position (pic) 1/24 

Martin, Noel jurist, STA exhibit 2/16 

Martin, Raymond ID staff (pic) 5/109 

Martin, W. H. Bell telephone 2/43 

Martison, Richard projector project 2/6 

Mason, Robert D. new position (pic) 3/26 

Masteller, Dorothy student project 1/95 


Mathsson, Bruno molded wood chair ADR 6/84 

Matter, Herbert pic 1/6; New Haven R. R. 1/52; 
Boston & Maine R.R. 3/10 

Maust, D.A. new position (pic) 3/26 

Mead, Margaret speaks on design 6/20 

Meeker, Jack new position 6/22 

Merendino-Greene door hardware ADR 6/95; ball- 
Point pen ADR 6/124; pump unit ADR 6/131 

Merz, August on William Henry Perkin 5/133-134 

Messer, Thomas M. new position 4/20 

Meunier, P. L. quote, Perkin Cent. 6/135-137 

Millard, David ICA conference 3/12 

Miller, B. F. letter 5/6 

Miller, Clayton joins RCA 5/20 

Miller, J. award 4/16 

Miller, R. picture-phone system ADR 6/64 

Miller, Wayne poster exhibited 2/22 

Millson, Henry E. microdyeoscope 1/37 

Mirando, Felix pic 2/6 

Mirko doorknob 3/68 

Mitarachi, Jane Fiske judges plastics contest 2/10 

Mitarachi, Paul designs exhibit 4/72; book re- 
views 1/10, 5/8 

Mitchell, Homer award 3/20 

Mitchell, Jack contest winner 5/14 

Mitchell, William ‘Kitchen of Tomerrow" 
ASID symposium panel 6/14 

Moberg, Jerome barbecue tools ADR 6/106 

Moen, A. M._ kitchen faucet ADR 6/93 

Moffett, Charles Ekco product planner 5/105 

Moholy-Nagy, Laszlo director New Bauhaus (pic) 
5/74.75: effect on New ID 5/108 

Molinaro, Leo speaks on taste 2/16 

Molo, Albert pic 5/121 

Monahon, Robert Rohm & Haas sign (pic) 3/6, 54 

Moore, Edgar tool mount 4/148 

Moore, Phoebe STA exhibitor 3/16 

Morgan, Bond Ward's design bureau 5/74 

Morgan, Jack Assoc. Chicago office (pic) 5/80, 117, 
118; Dormeyer consultant (pic) 5/92, 93; Hot- 
point consultant (pic) 5/85 

Morrison, Kenneth new position 6/22 

Morrow, Anthony R. letter 6/6 , 

Morton, John salt & pepper shakers ADR 6/103 

Muesing, Larry STA exhibitor 3/16 

Muller-Brockmann, J. Dialogue with J. Muller- 
Brockmann (pic) 2/6, 2/82-89; Aspen Conf. 3/12 
(pie) 5/126-129 

Muller-Munk, Assoc., Peter retained by Westing- 
house 3/26; International Coord. Commit. of ID 
4/10; ICA Handicraft Survey, Asia 4/69; voted 
14th Fellow in ASID 6/22; glass ashtray ADR 
6/103; marine hardware ADR 6/94; lathe ADR 
6/118; baking oven ADR 6/119; hearing aid 
ADR 6/124 

Munari, Bruno Golden Compass award 2/65 

Munsell, Albert color alphabet 1/39 

Murtha, Joseph M. new position 6/22 

Murphy, David with Gerber Co. 3/91 

Myers, Stowe ID faculty (pic) 65/109; Chicago 
designer (pic) 5/120 

Naess, Sigurd Edor judges competition 3/20 

Najjar, John IDI award 4/10 

Nakashima, George craftsmanship (pic) 4/81 

Nash, Jim addresses package designers 3/101; com- 
pletes speaking tour 6/22 

Nason, Umberto Golden Compass award 3/65 

Naylor, L. ©. Ward's Merchandise Mer. 
5/106, 107 

Neagle, Richard retained by Monsanto Chemical 
3/22 styrene office furniture 3/63 

Nelson, Clifford organizes exhibit 3/16 

Nelson, George “Carvel Hall Leisure Flatware” 
2/55, ADR 6/104; bubble lamp 2/75; Herman 
Miller furniture 3/88; U.S. Gypsum expanded 
metals 3/103, 5/90; “Captive vs. Independent 
Designer” 4/77: on fabrics 5/130: judges LP con- 
test 56/14; ASID meeting 5/16; pic 2/6; ““Obsoles- 
cence: Good or Bad?” ADR 6/81: random planter 
ADR 6/102; fireplace grate-grill ADR 6/102: 
decorative expanded metal ADR 6/92; chain lights 
ADR 6/80; modular seating units ADR 6/96: 
marshmallow sofa ADR 6/100; flatware case ADR 
6/127 

Nelson, Jim Carvel Hall design (pic) 3/55 

Nelson, Peter & Sons win award 3/20 

Neubauer, Robert addresses package designers 
3/101; record sleeves, cartons ADR 6/130 

Nicholson, Robert designs display (pic) 4/74, 76 

Niedringhaus, Charles ID graduate 5/75 

Niemeyer, Oscar Latin American architecture 1/16 

Nivola, Constantino poster exhibited 2/22 

Nizzoli, Marcello Olivetti typewriter ADR 6/83 

Noguchi, Isamu _ rocking stool ADR 6/101; paper 
lamp ADR 6/83 

Nowak, Roger ringlet clothespins ADR 6/107 

Noyes, Eliot lectures on plastics in building 2/18; 
Vidar ADR 6/64; IBM Ramac ADR 6/60 

Oakes, Harry student project 1/91; 4/14 

Ogilvy, David contest judge 6/16 

Olivetti, Adriano Golden Compass award (pic) 1/18 

Olsen, Hovmand Inter. Designers Group 1/18 

Ornstein, Sam _ craft in industry 3/13 

Oros, Joseph IDI award 4/10 

Ostwald, Wilhelm color alphabet 1/39 

Paepcke, Walter patron of Chicago design 5/76 

Pahilmann, William duPont display rooms 3/26 


1/6; 


(pic) 


Painter, Dave see below 

Painter, Teague & Petertil aluminum coffee pot 
1/40; transistorized radios 2/81; barbecue 4/141; 
Chicago office (pic) 5/80, 119; switchmobile ADR 
6/116; pocket itemizer ADR 6/124; 48-cup coffee 
urn ADR 6/69 

Palma, Joe Ward's design bureau 5/74 

Palma-Knapp new building 3/26; (pic) Chicago 
office (pic) 5/80, 117 

Paui Latin American Architecture exhibit 1/16 

Pappas, John A. Aspen Conference 5/152 

Parcher, James H. joins Samuel Leotta 5/20 

Pare, Ambroise eurgical tools 1/97 

Parke, Al wall-hung bench brackets ADR 6/94 

Parker, Robert A. poster exhibited 2/22 

Parrish, Otto award 4/20 

Parry, William attends design education conf. 1/87 

Patterson, W. A. Mainliner 2/18 

Paulsson, Gregor Aspen conference 2/126; 3/12 

Pearson, Raymond ID faculty (pic) 5/109 

Penson, John see below 

Penson-Tuttle Chicago office (pic) 5/125; detergent 
package ADR 6/130 

Perl, F. W. Westinghouse expansion (pic) 

Petersen-Dessau, Ingrid wins award 1/24 

Petertil, Victor see Painter-Teague-Petertil 

Perkin, W. H. subject of centennial 5/132 

Peter, John child's chair ADR 6/110; youth bed 
ADR 6/110 

Petterson, Thorlief H. 
dispenser ADR 6/62 

Petlewski, Paul J. new position 1/24 

Pevsner, Antoine Latin American architecture 1/16 

Peyser, A. Chicago designer (pic) 5/114 

Pfohl, Louis Carvel Hall fabricator (pic) 2/6, 55 

Phillips, Willlam award 4/20 

Pierce, Edgar M. new position 5/20 

Pinzke, Herbert ID staff (pic) 5/109 

Piper, Charles A. sterling coffee pots ADR 6/104 

Plauthold, Robert G. new position 1/24 

Plaut, James 8. ICA design aid to Israel 1/22; new 
position 4/20 

Podayko, Assoc. John Lewis & Conger design 4/20 

Pollard, George addresses IDI meeting (pic) 1/18; 
“Kitchen of Tomorrow" 1/71; pic 2/6, ADR 6/66 

Pollock, Dean Gerber knife blades 3/91; letter 6/6 

Pomper, V. H. stereophonic tuner ADR 6/56 

Ponti, Gio Golden Compass award 6/20; stainless 
flatware ADR 6/83 

Porsche, Ferdinard Volkswagen ADR 6/83 

Powers, Donald H. quote, Perkin Cent. 5/138 

Prestini, James case study—wooden bowls 4/86; 
pic 4/81 

Price, J. Russel quote 3/12 

Preiss, Frederick W. Ward's design 5/74; heads 
Bureau (pic) 5/106 

Priestley, Paul student project 5/111; interlocking 
building blocks ADR 6/91 

Prout, William contest judge 5/16 

Pulos, Arthur attends design education conference 
1/87: ID exhibit 1/24; quote 3/12 

Quinlan, Marion interior design 5/90 

Quinn T. K. quote 3/82 

Quint, Bernard quote, AIGA clinic 1/18 

Quirk, D. W. case study—Hotpoint (pic) 5/85 

Race, Ernest aluminum chair 1/41; chair for 
spastic 2/78; exhibit 5/14 

Radcliffe, James R. new position (pic) 3/26 

Ragir, Benjamin Ekco Products Co. 5/103 

Raitzky, Constance student project 2/90 

Rand, Paul teacher 3/20; cigar boxes & cartons 
ADR 6/127 

Randall, Theodore A. 

Rapaport, Anatol Aspen Conf. 5/129 

Rask, Eric Product Design Conf. panel 6/20 

Rawson, Paul Toast-R-Oven ADR 6/69 

Ray, Man’ served Container Corp. 5/78 

Reading, R. J. rolling vacuum cleaner ADR 6/70; 
eabinet fan ADR 6/77 

Redmann, Robert attends education conference 1/87; 
IDI executive 1/22: symposium quotes 4/118 

Reed, Anthony Chicago designer 5/117 

Regehr, Carl STA exhibitor 5/16 

Reinecke Assoc., Jean judges plastic tube contest 
2/10; ID lecturer 5/108: Chicago history 5/77, 
80; Chicago office (pic) 5/115; IIT seminar 5/14: 
writes letter 6/6; Amana refrig-freezer ADR 6/73; 
electric duplicator ADR 6/62 

Reinhart, John M. quote 2/126 

Reinhardt, Richard attends education 

Renaud, Robert J. new position 3/26 

Reynolds, Carl ASID symposium panel 6/14 

Reynolds, David P. Reynolds executive (pic) 4/51 

Rhoades, Nolan office (pic) 5/121; ID graduate 
5/75; portable X-Ray machine ADR 6/121; elec- 
tric bean pot ADR 6/68 

Richardson, Dean student project 3/16 

Ries, Henry poster exhibited 2/2 

Rigby, Ivan supervises student project 2/90 

Riggs, Adam joins Van Doren Assoc. 5/20 

Risom, Jens card-dining table ADR 6/98; sofabed 
ADR 6/98 

Ritter, James M. Steel Founder's committee 2/22 

Robertson, Heaton II quote 2/24 

Robinson, Sir Robert quote, Perkins Cent 5/145 

Rockwood, Bob ‘Traveling Plastics Specialist’ 
2/66-73; pie 2/6 


3/26 


Scandia Hearth 3/16; label 


quote 3/12 


conf. 1/87 


IX 








Roe, Norman built-in refrigerator-freezer ADR 6/72 

Roehm, J. M. unit wall modular system ADR 6/91 

Rohde, Gilbert Herman Miller furniture 3/87 

Rosselli, Alberto Aspen Conf. 2/126; 3/12, 6/126- 
129: pres. Italian ID 6/12 

Ross, Herbert letter 5/6 

Rudofsky, Bernard designs exhibit 5/130 

Rudolph, Paul M. judges SPI contest 2/10; Aspen 
Conf. 2/126; 3/12 5/129; jurist 4/16 

Ruhmann, Lony ICA Conference 3/12 

Russell, Eugene new position 3/26 

Russell, Sir Gordon visits NYC, awarded Parsons 
Bronze Medal 6/22 

Russo, Bartholomew G. student project 3/16 

Russo, John Toast-R-Oven ADR 6/69 

Rutter, Sheldon Chicago office (pic) 5/120 

Saarinen, Eero drafting stool ADR 6/99 

Salyard, Bill Dormeyer supplier (pic) 5/93 


Sammasco, Peter quote 2/126 

Samton, Peter award 4/16 

Sandin, Ray Hotpoint design dept. (pic) 5/84: 
letter 6/6: electronic cooking center ADR 6/66 

Sarfatti, Gino Golden Compass award 2/65 


Sawyer, Phillip 0. brass plating 3/128 

Sealera, Mario research, American Cyanamid 1/35 

Scanlon, William IDI speaker 5/16 

Schaus, Carl Frederick IDI committee 6/22 

Schecter, Irving quote 4/118 

Schenck, A, W. Sales Mgr. Savage Arms 5/109 

Schladermundt, Peter contest judge 5/16 

Schieger, Hans, graphics and films 2/78; graphic 
symbol 4/74; exhibit 5/14 

Schlosser, Leonard B. quote, Perkin Cent. 5/136 

Schlumbohm, Peter electric fan ADR 6/76 

Schmeckebier, Lawrence talk on design ed. 1/83 

Schmid, Gil Reynolds designer (pic) 4/59 


Schmidt, William M. opens new office 2/22; ASID 
symposium panel 6/14 
Schoelles, Norman designers’ desks 1/80; new 


position 4/20 

Schroeder, Rudy new position 3/26 

Schuber, Sorenson & Assoc. award 3/20 

Schwanake, Fred Dormeyer mixer design 5/92 

Schwartz, Marvin contest winner 5/14 

Seres, John scholarship award 5/16 

Sert, Jose Louis IDI guest speaker 3/14 

Shain, Harry D. ICA Conference 3/12 

Shalway, John GE iron ADR 6/70 

Sharp, John C. Hotpoint Co. pres. 

Sherman, Alan E. opens office 4/20 

Sherman, Bill 1.D. faculty 5/108 

Sherman, Thomas award 3/20 

Sherman, William 8. lecturer, IIT 5/20 

Sherrer, John M. Chicago designer 5/115 

Shiloff, Paul established school 3/26 

Shipley, James C. quote, education of a designer 
1/87: symposium quote (pic) 4/118, 119 

Shory, Ken Assoc. Chicago office (pic) 5/80, 118 

Shultz, George Troffer-acoustical panels ADR 6/91 

Siegel, Arthur IIT seminar 5/14; ID graduate 5/75 

Sigman, Walter new position 4/20 

Silver, Stan measuring device 5/16 

Silverman, Seymour IDI meeting (pic) 
executive (pic) 1/22 

Sinclair, Robert ICA Conference 3/12 

Siskind, Aaron ID faculty (pic) 5/109 

Sitterle, Harold & Trude porcelain production 3/82; 
porcelain ashtray ADR 6/103 

Skidmore, Owings & Merrill USAF Academy 2/12 
Inland Steel Building 5/95 

Sklaroff, William student project 1/94; 
tion (pic) 6/22 

Slettebak, H. Hotpoint Co. 

Slipher, David C. 

Slominski, William 

Smith, D. A. 

Smith, Dale D. 

Smith, David B. 

Smith, Hap 
(pic) 5/125 


5/84 


1/18; IDI 


new post- 


(pic) 5/85 

retained by Frigidaire 2/22 
fabricator, Dormeyer (pic) 5/92 

Hotpoint Co. (pic) 5/85 

new position 1/24 
student project 3/16 

IIT seminar 5/14: Chicago 

: ID lecturer 5/108 

Smith, Leland new position 6/22 

Smith, Malcolm product planner (pic) 5/103, 105 

Smith, Scherr & McDermott Akron Art Inst. ex- 
hibition 2/16; ICA Handicrafts Survey South 
America 4/69; Rubbermaid dustpan ADR 6/108: 
die-cut hot dog package ADR 6/128: die-cut sun 
glasses ADR 6/129; tile packaging ADR 6/130 

Specht, Frederick William Armour & Co. 5/79 

Spilman, 


designer 


Raymond attends education conference 
1/87; flour sifter ADR 6/108; plotting board ADR 
6/12 
Stahl, Gerald quote 2/126: contest judge 5/16 
Steinbach, Tom new firm 5/20; ID faculty (pic) 


5/109 
Stephens, Frank H., Jr. 
Stern, Walter B. 
3/97: addresses 
3/101; pic 3/6 
Stevens, Brooks Assoc. 
Stevens, Peter J. B. 
Stevens, Raymond 
Stiles, David student project 2/91 
Stahl, Gerald Package Designers Council 2/126 
Strand, E. A. speaker, ICA Conference 3/12 
Strasser, Alfred C. train interiors 2/12 
Stuart, William speaker, Midwestern Design con- 
ference 1/18 


display ADR 6/130 
reports on AMA Packaging Show 
Package Designers Conference 


Midwest office (pic) 5/117 
Aspen speech 5/153 
new position (pic) 2/22 


X 


Sullivan, Louis photos by John Szarkowski 5/65-70 

Sullivan, W. E. Savage Arms mower (pic) 4/109 

Sundberg-Ferar projector designs 2/51; pour-easy 
vacuum bottle ADR 6/108; Coldspot refrigerator 
ADR 6/73; IBM Ramac ADR 6/60 

Swan, David quote 2/24 

Swann, Russell nozzle for cleaner ADR 6/70 

Swainson, Anne Ward Bureau of Design (pic) 5/72, 
106 

Swing, Sally attends education conference 1/87 

Tackett, La Gardo architectural pottery ADR 6/102 

Taylor, J. I. new position 4/20 

Teague, Jim Chicago designer (pic) 5/119; Ward's 
Bureau of Design 5/74; see Painter-Teague-Petertil 

Teague Assoc., Walter Dorwin Air Force Academy 
eontract 2/12; Boeing 707 Jet Transport In- 
terior mock-up (pic) 4/64; ICA Handicrafts Sur- 
vey, Africa 4/69; letters 5/6; judge LP contest 
(pic) 5/14: contest judge 5/16; A. B. Dick iden- 
tification 5/94; Boeing 707 interior ADR 6/114 

Tempestini, Maurizio wall table lamp ADR 6/79 

Tepper, Gene IDI chapter member 4/10 

Testa, Angelo & Co. Chicago ollice (pic) 5/123; ID 
graduate 5/75 

Thaden, H. V. removable chair cover ADR 6/99 

Thomas, Carol Chicago designer (pic) 5/125 

Thomson, Ernest F. Product Design panel 6/20 

Thonet, Michael bentwood chair ADR 6/85 

Thuesen, Jens designs store 1/22; forms corpora- 
tion with Hanson (pic) 2/22 

Tibbs, Thomas 8S. Crafts Museum director 4/20 


Titel, Irving new position 5/20 
Tod, Herbert IDI award 4/10 
Treece, Arthur C. new position 2/22 


Tichy, ‘Lester C. 
Truex, Van Day 
Tscherny, George 
Turk, Theodore 
Turner, A. M. 


ticket office 2/12 
doorknobs 3/68 
poster exhibited 2/22 

award 4/16 

quote 3/12 


Tuttle, James B. Chicago office (pic) 5/125; see 
Penson-Tuttle 

Tyler, Robert Chicago office (pic) 5/118; see 
Latham-Tyler-Jensen 

Tynell, Paavo competition judge 4/20 


Vago, Pierre International Coord. Com. of ID 4/10 

Vandersoll, Homer Barrett Color Lab. 4/131 

Van Doren, Harold moved 3/26: laundry cart ADR 
6/108: Philco range, oven ADR 6/67 

Van Dyck, Kenneth opens new office 2/22; 
officer 5/16, 6/22: controller ADR 6/121 

Van Rosen, Robert E. contest judge 5/16 

Vassos, John early industrial designer 5/76; IDI 
symposium chairman 5/16 

Vedder, Gene TV remote control ADR 6/59 

Venini, Paolo doorknobs 3/68; bottles ADR 6/83 

Vienot, Jacques Aspen speaker 2/126; at Aspen 
Conference 3/12; Aspen Conf. (pic) 5/126-129 

Villanueva, Raul Latin American architecture 1/16 

Vogel, Howard Chicago designer (pic) 5/114 

von der Lancken & Lundquist die-cut Christmas 
ornaments ADR 6/129 

Von Tury, F. J. American Ceramic Society meeting 
2/18; ceramic platter 3/106 

Waddell, John ID faculty (pic) 5/109. 

Wagenfeld, Wilhelm stainless flatware ADR 6/83 

Wagner, Bill Ward's Bureau of Design 5/74 

Wagner, David presents award (pic) 4/20 

Wagner, Franz head, Loewy Chicago office (pic) 
3/6; International Harvester 5/79; Chicago office 
(pic) 5/114 

Waldheim, Jack ID graduate 5/75 

Walker, George W. IDI award 4/10 

Walker, Joset ICA tour 4/69 

Wallance, Don author, “Shaping America's Pro- 
ducts” I, II, Ill 2/38, 3/82, 4/81: biog. 2/6 

Waltman, C. E. early Chicago designer 5/77 

Waltman Assoc. Chicago office (pic) 5/116; In- 
Built mixer ADR 6/71 

Ward, William joins U. of So. Calif. faculty 6/22 

Warner, John F. quote, Perkin Cent. 5/137 

Waterman, Donald C. ID exhibit 1/24 

Watts, Herbert A. B. Dick Co. 5/94 

Waugh, Sidney Steuben glass 2/49 

Webb, Mrs. Vanderbilt Pres. Amer. 
Council (pic) 4/20 

Webber, James A. at Montgomery Ward 5/106 

Wedgewood, Josiah dinnerware ADR 6/85 

Wegner, Hans International Designer's Group 1/18 

Weiss, Max adjustable floor lamp ADR 6/79 

Welden, W. Archibald study-Revere Ware 2/46 

Wemyss, Bob Reynolds designer (pic) 4/59 

Wetherell, Joseph student project 2/91 

Wetherell, Warren & Assoc. Chicago office 
5/125: mop package & display ADR 6/126 

Whitney, Charles E. IDI speaker 5/16 

Wielgus, Ray Dormeyer mixer model 

Wilkins W. Burdette 


ASID 


Craftsmen's 


(pic) 


(pie) 5/93 
on plastics in bldg. 2/18 
Williams, Wayne speaker, S.T.A. conference 4/10 
Willis, Robert J. plastic garbage can ADR 6/108 
Wilson, Assoc., Forest Chicago office (pic) 5/122 
Winfield, Bob Reynolds executive (pic) 4/59 
Winson, Dr. J. Alsakins mittens ADR 6/110 
Wirch, Leon Whipper student project 2/91 
Wirkkala, Tapio displays work 3/16 
Witt, Edith retained by Smith, Tepper & Sundberg 
2/22 


Witte, Paul A. vanitory ADR 6/124 





Witzgall, Herbert J. plastic drawer (pic) 3/6, 57 

Wojtowiez, Chester Bendix washer project 2/70 

Wolf, Henry quote, AIGA clinic 1/18 

Wolf, Robert Jay writes letter 6/6 

Wood, Gross IDI chapter (pic) 4/10 

Woodbury, George, V. Design Engineering Show 
discussion 2/12 

Wrablica, Paul new position (pic) 6/22: disk-type 
thermostat ADR 6/120 

Wright, Frank Lloyd Chicago honors him 6/14 

Wright, Russel award 2/22: Southeast Asian Ex- 
position for ICA (pics) 4/69 

Yamasaki, Minoru consultant designer, 
R.R. 1/53; pic 1/6 

Yanagi, Sori speaker Aspen Conference 2/126, 3/12, 
4/12, pic 5/126-129 

Yang, Peter Quay Assoc. retained by Roland Radio 
Corp. and Steelman Phonograph Corp. 3/26; re- 
tained by Signal Mfg. Co. and Shenango China Co. 
6/22; rug brochure ADR 6/131 

~~ Meindert International Designers’ Group 

Zacharias, Dr. Jerrold R. atomic clock ADR 6/54 

Zalon, Al wins contest 6/14 

Zaneck, Gerry Chicago office (pic) 5/121 

Zapolski, Bronislaw portable radio ADR 6/55 

Zeckendorf, William Palace of Progress 2/12 

Zeidman, Robert candy jars ADR 6/126 

Zelenko, Harry & Marion dining chair ADR 6/99: 
Doriden package ADR 6/126, 127; die-cut stork 
ADR 6/129 

Zeller, Herbert J. Jr. named Director of Design, 
Motorola 2/22; Ward's Bureau of Design 5/74: 
Motorola design department 5/81; transistor port- 
able radio ADR 6/55; wireless TV remote station 
selector ADR 6/59 

Ziner, Zeke _ Speaker, STA conference 4/10 

Zuckerman, 8 1 quote, Perkin Cent. 5/140 


New Haven 





Manufacturers Index 


Abbeon Supply Co. 


magnesium ladder T 1/120 
Acme Steel Co. 


in Design Engineering Show 3/95 


Adamsez Ltd. toilet Lotus 4/75 
Adjustable Fixture Co. hospital lamp 5/120 
os sterling tea and coffee pots ADR 


Admiral Corp. sun-powered radio ADR 6/55 
Air Baby Inc. waterproof mitten ADR 6/110 
Airborne Instruments Lab. Inc. linear actuator, 
inchworm motor T 4/146 
Albany Felt Co. nylon fabric 5/130-131 
Alcoa: see Aluminum Corporation of 
Aleort “Sailfish” DR 4/145 
Allan Industries Karpet Squares ADR 6/96 
A'lmetal Serew Products Co. competition 4/20 
Aluminum Corp. of Amer. curtain wall 1/38: in 
Kitchen of Tomorrow 1/74: sponsors comp. 3/20; 
Design Engineering 3/95: design program 4/54 
Aluminum Goods Mfg. aluminum bowls DR 2/113: 
coffee pot 1/40 
Amana Products Co. _ refrigerator-freezer DR 2/109: 
air conditioner 4/118: refrig-freezer ADR 6/73 
Ambassador Plastics & Mfg. Co. packaging 3/99 
American Automatic Typewriter Co. automatic 
typewriter control 5/120 
American Car & Foundry, Div. A.C.F. Industries, 
Ine. Noticed the New Haven? 1/60 
American Can Company can finishes 2/97 
American Cyanamid Co. pigment mixing 
styrene 4/111; plastics, color 4/127 
American Felt Co. pen material T 4/147 


America 


1/31; 


— Hardware Corp. Tempo doorknob ADR 
3 
American Machine & Foundry Co., Atomics Div. 


awarded contract 5/20; Research Center 5/20 
American Microphone Co. ta recorder mike 3/16 
American Motors Corp. Cars '56 1/113, 4/135 136 


American Philips Co. Ine. non-metallic magnet 
T 6/13: 

American Silver Co. competition 40/16 

American Sterilizing Co. sterilizer ADR 6/118; 
utensil washer ADR 6/119 

American Telephone & Telegraph Co. & Western 


Electric Co., Inc. 


colored telephone 4/125 
Ampex Corp. 


tape recorder/reproducer ADR 6/58 

Ampro Corp. tape recorder 5/119, ADR 6/56 

Anaconda Co. aluminum production 4/63 

Anchor Plasties Co. extrusions 3/61 

Ansul Chemical Co. airplane paint scheme 5/118: 
product planning 5/99 

Areadia Metal Products door news, os 6/95 

Architectural Pottery pottery ADR 6 

Argonaut Mills nylon fabric 5/130, + 

Armitage Co., John finishes 2/102 

Armour & Co. design program 5/79; Dial shampoo 
bottle 5/124 

Army Signal Corps Engineering Labs 
bat radio ADR 6/55 

Artzberg Porcelain Works dinnerware ADR 6/84 

A/S Dansk Knivfabrik knife-sharpener 1/76 

Ascot Ltd. gas water heater 4/75 

Atwood Brass Works marine hardware ADR 6/94 

Arwood Vacuum Machine Co. golf cart ADR 6/123 

Auto-Vae Co. packaging 3/99 

Avery Adhesive Label Corp. 
penser ADR 6/62 

Badger Mfg. Co. water-cooling tower T 4/149 


2-way com- 


automatic label dis- 


Baird Assoc. evaporocraph ADR 6/120 
Bakelite Co., Div. Union Carbide & Carbon Corp. 
in model making 1/122: ‘39 phenolic exhibit 


3/53: plastic supplier 3/61; 
Banfield Co., Arnold 
of Tomorrow 1/74 


polyethylene 4/113 
Formica surfaces in kitchen 





Barnes Co., W. F. & John portable X-ray 5/121, 
ADR 6/121 

Barrett Div., Allied Chemical & Dye Corp. Plaskon 
1/38; plastics specialist 2/67; nylon 3/52; color 
in plastics 4/131 

Basson Industries fiber glass car body 4/115 

Bates Fabrics Inc. nylon fabric 5/131 

Baume & Co. Ltd. electric clock 4/75 

Bausch Products clamps T 2/124 

Bell Aircraft Corp. Bell X-2 plane T 6/133 

Bell & Howell Co. 16mm movie camera, slide pro- 
jector ADR 6/123 

Bell Telephone Corp. transistors T 1/120: 
Study"—telephone design 2/42; 
system ADR 6/64 

Belling & Co. Ltd. /76. 

Bemis Bros. Bag Co. folding curtain wall DR 2/121 

Bendix: see Crosley-Bendix 

Bendix Aviation Corp. flight omen systems 5/20; 
electronic fuel injection T 6/13 

Berger Mfg. Co., Div. Republic Steel 
kitchen cabinets 2/101 

Beryllium Corp. taximeters T 1/119 

Bettinger Corp. ceramic on metal tile 3/116 

Big Boy Mfg. Co. barbecues DR 4/141, 142 

Blatz Brewing Co. packaging 5/124 

Bloch Corp., J. & I. melamine ware ADR 6/104 

Blue Ridge Glass Corp. package 3/61 

Boeing Aircraft Co. Boeing 707 interior 4/64, 


ADR 6/114 

Bolsey Corp. of Amer. 35mm camera DR 2/118 

Bolta Div., General Tire & Rubber Co. vinyl tile 
packaging ADR 6/130 

Boonton Mo'ding Co. melamine dinnerware 2/113: 
phenolic drawer 3/57 

Briddell, Inc., Charles D. Carvel Hall flatware 2/55, 
ADR 6/104: package ADR 6/127 

Brooks & Perkins Inc. satellite ADR 6/112 

Brown-Saltman Furn. Co. nest tables ADR 6/98 

Broyhill Furn. Factories plastic drawer 3/57 

Brunswick-Balke Collender Co. school furn. 2/16: 
wins patent protection 4/12 

Budd Co. lightweight railcar 4/8; RDC Hot Rod 
coaches 1/61 

Budge Mfg. Co. portable garage 3/99 

Bu-Gay Plastic Products competition winner 2/10 

Bulova Watch Co. transistor radio 2 

Burlington Mills Corp. nylon fabric 5/130-131 

Burr Southern Corp. barbecue exhibited 3/16 

BW Molded Plastics polyethylene mat DR 2/115 

Cadillac Plastics & Chem. Co. ceiling light diffusers 
1/74: announces contest 2/10 

Cal-Dak } 7 Oe ates -grille DR 4/140; shopping cart 


ADR 

Callaway Mills nylon fabric 5/130-131 

Calumet Industrial District Co. air-supported port- 
able workhouse ADR 6/90 

Calvin Furn. Co. linear group cabinet ADR 6/97 

Cannon Industries Ltd. gas heater 4/75 

Carpenter Steel Co. plastic pipe T 2/124 

Carrier Corp. air conditioners DR 3/121, ADR 6/76 

Castolite Co. model making material 1/122 

Catalin Corp. polyethylene 4/113 

Cavitron Equip. ultrasonic tool T 1/118, 4/92 

Celanese Corp. of Amer. model making material 
1/122: polyethylene 4/112 

Chaspee Mfg. Co. toy picture printer ADR 6/110 

Chattanooga Royal Co. barbecues DR 4/141, 142 

Chemex Corp. fan DR 2/114: Newsbar DR 3/122: 
electric fan ADR 6/76 

Childhood Interests Inc. toy movies ADR 6/110 

Childlore Co. carpet grips ADR 6/109 

Chrysler Corp. Cars "56 4/134-139 

Ciba Pharmaceutical Products Doriden package 


ADR 6/126, 127 
terminal lugs, rivets T 4/147 
/ 


“Case 
picture-phone 


electric fire 4 


colored steel 


Cireon Component Co. 

Citroen Cars Inc. 3/119, 4/139, ADR 6/115 

Clark Equip. Co. passenger truck for airports 4/12: 
fork-lift truck ADR 6/116 

Clary Corp. data printer DR 2/121 

Clemens-Joyce Products pocket itemizer ADR 6/124 

Clemson Bros. saw DR 3/124 

Cole Ltd., E. K. portable radio 4/76 

Collins Radio Co. wingless aircraft ADR 6/113 

Columbus Plastic Products comp. winner 2/10 

Comet Industries styrene 4/111 

Commercial Controls Corp., Electromode Div. 
able space heater ADR 6/77 

Concrete Utilities Ltd. 

Connecticut Spring Corp. 

Consolidated Cigar Corp. 
ADR 6/127 

Container Corp. of America IDI Co. membership 
1/22; color harmony manual 1/39; design pro- 
gram 6/77: identification program 5/96; Flint 
display box ADR 6/127 

Continental Can Co. structural panels T 2/123 

Continental Scale Corp. sca'e ! 1 

Cook Bros. Equip. Co. truck hood ADR 6/117 

Cooper’s Inc. packages 5/125 

Coors Co., Adolf “Case Study"—porcelain 3/92 

Corning Glass Works “Case Study"—design dept. 
2/48: box design 3/61: doorknobs 3/68: Design 
Engineering Show 3/95 

Cornell Aeronautical Lab. crash-proof car 6/20 

Corro Ltd. corrugated board 3/98 

Cory Corp. air conditioner DR 3/121 

Cosom Industries, Inc. stocking dryer ADR ares 

Cotton & Co., C. B. competition winner 2/10 

Crane Co. coloring ceramics 3/107: “Case Study” 
—design program 5/82: lavatory ADR 6/92 

Cresea Co. candy jars ADR 6/126 

Crispie Potato Chip Co. package ADR 6/130 

Croname Inc. “Case Study'’—Dormeyer mixer 5/93 

Crosley & Bendix Divs. of Avco Mfc. Corp. washer 
DR 2/110: air conditioner DR 3/120; automatic 
washer 5/119 

Crown Plastic Cup Co. disposable cups 3/98, 122 

Cushman & Denison Mfg. material T 4/147 

Darling Co., L. A. wall-hung brackets ADR 6/94 

Dayton Rogers Co. in Do/More chair 3/72 

Dazey Corp. pencil sharpeners DR 2/119 

De Forenede Jernstoberier A/S, stove 1/78 

Dennison Eng’g. Co. Multipress ADR 6/119 


Port- 


street licht 4/76 
miniature springs T 6/138 
cigar boxes & cartons 


Desert Ray Products 

Detroit Steel 
ADR 6/91 

Dick Co., A. B. identification program 5/94 

Dictaphone Corp. Dictet recorder ADR 6/62; 
sleeves & cartons ADR 6/130 

Diebold Inc. portable microfilm camera ADR 6/62 

Ditto, Inc. offset duplicator 5/117 


Jet Flame barbecue DR 4/142 
Products Troffer-acoustical panels 


record 


Do/More Furn. Co. ‘Man-Tailored Chair’ 3/80, 
ADR 6/99 

Dormeyer Corp. “Supply me } es pro- 
gram 5/92; hand drill 5/11 


Douglas Aircraft Corp. 
Dow Chemical Co. 
Plastic 4/11 

w Corning Corp. model making 1/110; silicone 

finish T 2/125 

duPont de Nemours & Co. color 1/37: cellulose 
mop DR 2/113; opened showrooms 3/26; prewar 
plastics 3/53; Lunt tableware 3/64: synthetic 
fibers 3/95; Saal film 3/99; Plastics Exposition 
symbol 4/11 

Du-Wall Ine. - rr fry pan DR 2/116 

Easipower, Ltd. aluminum-silicon saucepans 1/40 

Eastern Aerosol Products rust preventative T 
2/125 

Eastman Chemical Products, Inc. sealant gun cart- 
ridges T 1/119; Tenite meter cover T 2/124: 
supp'y plastic 3/61; plastic colors 4/125: poly- 
ethylene 4/113 

Eastman Kodak Co. short-run color process T 
2/124; Verifax Signet copier ADR 6/62; Brownie 
turret movié camera ADR 6/123 

Eclipse Metal Mfg. Co. barbecue DR 4/141 

Ekco Products Co. IDI membership 1/22: conical 
scoop DR 2/114; Geneva spear DR 2/114; steak 
knife package DR 3/125; design program 5/80; 
“Change at Ekco’’—product planning 5/102: 
oval bakeware ADR 6/106; Flint continental 
kitchen tools ADR 6/106; Flint box ADR 6/127 

Eldon Mfg. Co. golf cart ADR 6/123 

Electronic Assoc. plotting board ADR 6/124 


door ios DC-8 jet 6/20 
supply plastic 3/61, 63; thermo- 


Electro-Vox Intercom Corp. loudspeaker-telephone 
ADR 6/64 
Emco Co. electric fry pan DR 2/116 


Emerson & Cuming, Inc. 

Emerson Radio & Phonograph Corp. transistor 
radio 2/80; air conditioner DR 3/121; portable 
5-way TV-radio ADR 6/59 

~ o Products Corp. insulated 


foam powders T 6/135 


tumblers DR 


Evans-Zeler Plastic Co. 

Eveready: see National Carbon Co. 

Facit, Inc. calculating machine 1/79: NTK calcu- 
lating machine DR 2/118; calculating machine 


battery washers T 3/130 


Fairchild Camera & Instrument Corp. 
printing plate 2/76 

Federal Enameling & Stamping Co. 

Federal Tool Corp. competition 
awards scholarship at ITT 5/16 

Felters Co., The fabric 5/130-131 

Felt Products Mfg. Co. identification program 5/96 

Fiberite Corp. plastics 4/114 

Finland House Lighting Corp. competition 4/20 

Firestone Tire & Rubber Co. model tires 2/16; re- 
inforced plastic window panes T 3/130 

First Furniture youth bed, youth chair ADR 6/110 

Fischer Musical Instrument Co. package 3/61 

Flambeau Plastics polystyrene mixing bow] 5/120 

revise Furniture Corp. prefabricated panels 

Fletcher Enamel Co. coloring enamel 3/113 

Flexaust Co., The bendable tubing T 4/147 

Flintkote Co., The kitchen flooring 1/74 

Folltone Products vacuum metallizing 3/97 

Folbot Corp. runaboat DR 4/144 

Ford Motor Co. Cars '56 1/113, 4/135-139 

Fostoria Glass Co. beverage set ADR 6/104 

Frederick Co., R. A. aluminum kitchenwares 1/40 

Friedman, Herman designers’ desks 1/81 

Frigidaire Div., General Motors Corp. GM Motor- 
ama 1/12: “Kitchen of Tomorrow" 1/72: Holiday 
Kitchen 2/16: coordinated kitchen DR 2/107: 
refrigerator DR 2/108: heating equip. 3/26; 
ultrasonic dishwasher ADR 6/74; astradome oven, 
induction coil cooker ADR 6/66: oven ADR 6/67 

Fuller Co., H. B. epoxy adhesive T 2/123 

Furane Plastics Co. model making 1/110 

Gallaskruf Factory § crystal vases 1/18 

Gardner Board & Carton Co. Hermetet 3/98 

Gelvatex Coatings Corp. paint can label ADR 6/130 

General American Transportation Co. molds panel 
for Bendix 2/70: chemical coating T 4/147 

General Dynamics MeNei!l Construction Co. 5/20 

General Electric Co. bulb “Redesign” 1/42; ‘Model 
Making Techniques” 1/107: television antenna 
1/118: appliance rotary switch 1/120: unit 
kitchen DR 2/106: refrigerator DR 2/108: air 
conditioner DR 2/119: phenolic molding com- 
pound 2/124: Industrial Electronics Lab 3/26: 
molded drawer 3/57: Design Engineering Show 
3/95: air conditioner DR 3/121: synthetic dia- 
monds T 3/128: product planning 5/100: open 
handle iron ADR 6/70: rolling vacuum cleaner 
ADR 6/70: clothes washer, dryer, dich washer 
ADR 6/74: ceiling air conditioner ADR 6/76: 
Thinline air conditioner ADR 6/76: cabinet fan 
ADR 6/77: portab'e TV ADR 6/58: Toaat-R- 
Oven ADR 6/69: Vulcan Gun T 6/133 

General Electric Co, Ltd. clothes iron 4/75 

General Motors Corp. Motorama 1/12: nitrocel- 
lulose lacquers 2/102: dedicates Technical Center 
3/26; Cars '56 4/134-139: car production figures 
5/20: light meter case 56/117: gas turbine car 
ADR 6/115 

General Petroleum Corp. 

G. I. Developments Ltd. 
ADR 6/74 

Gibson Refrigerator Co. built-in oven DR 2/111: 
air conditioners DR 3/120 

Gisholt Machine Co. redesigned lathe ADR 6/119 

Given Mfg. Co. dish washer exhibited 3/16 

Glidden Co. coating material 2/98 

Glide Windows, Inc. sliding curtain wall ADR 6/91 


pyroxylin 


pan DR 2/113 
winner 2/10; 


pump unit ADR 6/131 
vibrator clothes washer 


Goetz Brewing Co. package ADR 6/130 

Goodrich Co., B. F. model making plastic 1/110 

Goodwin of Calif. Hacienda barbecue DR 4/141 

Goodyear Tire & Rubber Co., Inc. organosol T 
2/123; “Redesign’—inflatable airplane 3/76; 
Pliofilm lamination 3/97; styrene 4/111; rubber- 
body plane ADR 6/113 

Griscom-Russell Co. welding torch T 4/146 

Haberge Inc. wood & pewter ashtray ADR 6/103 

Harvest House Mfg. Co. securing mount T 3/130 

Harvey Aluminum Div., Harvey Machine Corp. 
design service, aluminum production 4/63 

Hawley Molded Products Tri-taper luggage 5/118 

Haws Drinking Faucet Co. institutional drinking 
fountains ADR 6/93 

Healthways Sea Horse DR 4/145 

Heath Co. electronic analog computer ADR 6/61 

Hedwin Corp. Cubitainer 3/98, ADR 6/126 

Heifetz Co. pendant ceiling fixture ADR 6/78 

Heli-Coll Corp. wire thread inserts 3/95 

Herbert Realty & Construction Co. identification 
program 5/94 

Hercules Powder Co. Penton 4/111: vase 4/112 

er ysty Protective Fabrics non-tearable tent T 

Hewlett-Packard electronic probe ADR 6/121; fre- 
quency meter ADR 1/20 

Heyer Corp. electric duplicator ADR 6/62 

Hill Shaw Co. Vaculator coffee decanter 5/116 

Hoffman-La Roche, Inc. die-cut box ADR 6/129 

Holly Matie hamburger-making machine 3/58 

Home Chair Co. chair 5/122 

Hoover Co., The vacuum cleaner nozzle ADR 6/70; 
Pixie cleaner ADR 6/70 

Hotpoint Co. unit kitchen DR 2/105: refrigerator 
DR 2/108: electronic oven DR 2/111: french 
fryer DR 2/111: air conditioners DR 3/121; 
“Case Study"’—<design program 5/84; electronic 
range 5/121: electronic cooking center ADR 6/66 

Hough Co., Frank G. ‘Case Study''—<design pro- 
gram 5/86; Payloaders ADR 6/116 

Hudson Motor Car Div., Amer. Motors Corp. 
boards 4/136, 138 

Hughes Aircraft Corp. Tonotron tube T 2/122 

I.D.E.A. transistor radio 5/119 

Tilinois Testing Labs neurocalograph 5/123 

Illinois Tool Works gear-checking machine 5/115 

Industrial Diamond Assoc. of Amer., Inc. presents 
special award 4/20 

Industrial Rayon Corp. 

Infra-Electronic Corp. transcriber ADR 6/62 

Inland Container Co. identification program 5/95 

Inland Steel Co. identification program 5/95 

Interchemical Corp. ny'on 4/114 

International Business Machines Corp. in “Kitch- 
en of Tomorrow” 1/74: expansion program 2/24: 
exchanges licenses with Sperry Rand 5/20: visual 
data readout ADR 6/64: Ramac ADR 6/60 

International Cooperation Administration Russel 
Wright tour to S.E. Asia 4/69 

International Harvester Co. research center 5/114: 
design program history 5/78: combine ADR 6/116 

International Standard Trading Corp. pneumatic 
tube system T 6/136 

deff-Lowry Broil-O-Kart DR 4/141 

Kaiser Aluminum & Chemical Corp. design pro- 
gram 4/62: electrical connectors T 4/148 

Kalamazoo Sled Co. fiber glass sled DR 2/120 

Kamkap, Ine. barbecue DR 4/143: suitease grill 
DR 4/142 

Karp, A. Lawrence automated fuse T 4/148 

Kawneer Co. unit wall modular system ADR 6/91 

Keefe Mfg. Co., Jack coffee kit DR 3/122: portable 
coffeemaker ADR 6/69 

Keeler Brass Co. brass plating T 3/128 

Kelvinator Div., Amer. Motors Corp. refrigerator 
DR 2/108: freezer DR 2/109: washer DR 2/110; 
built-in oven DR 2/111 

Kenworth Motor Truck Corp. 


dash- 


tire cord 5/130 


truck door & frame 


ADR 6/117 
Keystone ee Co. keylift baggage truck 
ADR 6/117 
Kimberley-Clark Corp. identification program 5/94 
Kirsch Co. traverse rod ADR 6/108 


Kitchen Maid Corp. knifenook DR 2/115 

Klepper Co. foldboat DR 4/144 

Knapp-Monarch Co. electric fry pan DR 2/117 

Kneedler-Fauchere ceiling fixture ADR 6/78 

Knoll Assoc. Saarinen drafting stool ADR 6/99: 
Noguchi rocking stool ADR 6/191 

Knoll Drake Co. plastic drawer 3/57 

Koch, George, & Sons candelabra ADR 6/102 

Koch & Lowy Mfg. Co. ceiling light fixture ADR 
6/78 


Koppers Co. sponsors competition 2/19: atyrene 
housewares 3/62: finance scholarship 5/16: two 
new plants 5/20 

Lam Workshop bridge shade diffuser DR 3/123 

Lancaster Lens Co. wins awards 5/16 

Landers, Frary & Clark coffeematic DR 3/122; 
pour-easy vacuum bottle ADR 6/108 

Taurel Lamp Mfg. Co. floor lamp ADR 6/79 

Lawnecape Corp. lawnscaper DR 3/124 

Lawton Co. surgical tools 1/103 

Lehigh Chemical Co. synthetic crease 3/95 

Tettz & Co. Leica camera ADR 6/84 

Le Tourneau-Westinghouse Co. earthmoving equip 
5/119: Switchmobile ADR 6/116 

Lever Bros. cans ADR 6/130 

Libbey-Owens-Ford Co. hich 
tion 3/95 

Lieberman Pottery ashtray ADR 6/103 

Lightolier, Inc. lawn parasol DR 3/123; wall table 
lamp ADR 6/79 

Limoge Porcelain Works «s vucepan ADR 6/95 

Lindemann & Hoverson Corp. built-in refrig.- 
freezer ADR 6/72 

Litecraft Mfg. Corp. 


temperature inaula- 


recessed door light DR 3/123 

Lobmeyr of Vienna Patrician stemware ADR 6/85 

Lockheed Aircraft Corp. fighter plane 3/77; com- 
pression forming T 4/146: radar antenna 5/16: 
+ Starfighter ADR 6/114: display ADR 
6/131 

Lodge & Shipley lathe ADR 6/118 

Loma Plastics polyethylene trash can T 6/135 
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Lunt Silversmiths “Plastics and Quality’—table- 
ware 3/64: Contrast flatware ADR 6/105 

Luxo Lamp Corp. adjustable lamp ADR 6/84 

McCorkle Co., D. H. wall thermostat ADR 6/94 

Magnavox Co. transistor radio 2/81 

Majestic Co., Inc. barbecue DR 4/142 

ay Maxwell & Moore electronic controller 

Marco Co., Ine. model making plastic 1/122 

Marine Compass Co. nautical compass T 6/138 

Markel Electric Products, Inc. fan DR 2/119 

Martin, Glenn L. SeaMaster 6/14 

Martin-Senour Co. identification program 5/95 

Marvel Juicer Co. juicer & grinder T 6/134 

Masonite Corp. “Case Study’’—design program 
56/91; store brochure 5/125 

ment Co. refrigerator DR 2/109; washer DR 
2/11 

Meler & Frank Dept. Store die-cut child's menu 
ADR 6/128 

Mell-Hoffmann Mfg. Co. 

Mengel Furn. Co. storage unit ADR 6/97 

Menlo Textiles small industry 3/83 

Metal & Thermit Corp. plastisol spray 3/131: 
able atomic projector ADR 6/120 

Metals and Controls Corp. disc-type 
ADR 6/120 

Michigan Bell 

1/74 

Midwestern Die Casting Co. 
meyer mixer 5/92 

Miller Brewing Co. packaging 5/117 

Miller Furn. Co., Herman Eames lounge chair and 
ottoman 2/12, ADR 6/100: “Shaping America's 
Products" 3/83, 87: modular seating units 
ADR 6/96: marshmallow sofa ADR 6/100 

Miller Clock Co., Howard random planter ADR 
6/102; fireplace grate-grill ADR 6/102; chain 
lights ADR 6/80 

Millers Falls Co. portable saws DR 2/121: knives 
DR 2/118; frozen food knives ADR 6/106 

Minneapolis-Honeywell Regulator Co. established 
Vienna subsidiary 2/24: coil winding T 3/128: 
new plant 5/20: control unit for grass growing 
machine 6/14: light switch ADR 6/094 

Minnesota Mining & Mfg. Co. polyisocyanate foams 
anti epoxy resin tapes T 3/130: tape dispenser 

1 

Mirroware Co. Ltd. sauce pan 4/76 

Mitchell Mfc. Co. air conditioners DR 3/120 

M. J. Bullding Products Ltd. garden chair 4/75 

Moen Valve Co. single-handle faucet ADR 6/93 

Molded Insulation Co. hammer handle 3/59 

Monsanto Chemical Co. sponsors student project 
3/16: fabric 5/123; “How to Mold a House” 
4/116; experimental plastic house ADR 6/91 

Montgomery Ward & Co. design history 5/72: 
“Change at Ward" 5/106 

Moodus Net & Twine, Inc. 

Morgan Development Labs 
ADR 6/110 

Mosler Safe Co. TV bank device ADR 6/f4 

Motorola Inc. transistor radio 2/81: design dept 
5/80: design program 5/81: transistor portable 
radio ADR 6/55: wireless remote TV selector 
ADR 6/59 

Mueller Furn. Co. 


barbecue DR 4/143 


port- 
thermostat 


Telephone Co. “Kitchen of To- 


in “Case Study’’—Dor- 


nylon fabric 5/130, 131 
Magic Mirror movies 


typing table ADR 6/97 

Mul-t-typer Corp. Mul-t-typer ADR 6/63 

Murphy Radio Ltd. portabd’e television 4/75 

National Aniline Div., Allied Chemical & Dye Corp. 
nylon production diagram 3/52 

National Carbon Co. battery packages 3/125: bat- 
tery with infinite life T 6/139 

National Company Inc. atomic clock ADR 6/54 

National Container Corp. corrugated board 3/97 

National Electric Products plug-in strip 2/120 

National Polymer Products powdered nylon T6/134 

National Presto Industries electric skillet 5/119. 
ADR 6/68 

National Research Corp. 
ethylene 3/97 

National Standard 60. 
T 4/149 

National Supply Co. well-head choke ADR 6/121 

National Vulcanized Fibre Co. hamper DR 2/114: 
ADR 6/109 

rt Chemical Co. 


vacuum metallized poly 


nickel & brass coated wire 


model making materials 

Naxon Utilities Corp. 

Newman (o., Chas. coffeemaker 5/118, ADR 6/69 

New Products Corp. Do/More chair 3/72 

Niameo Herbagere, crass crowing machine 6/14 

Nis Danish Silver store desien 1/22 

Norge Div., Borg-Warner Corp. vertical 
range DR 2/111, ADR 6/67 

Norris-Thermador Development Lab. 
frigerator-freezer ADR 6/72 

Norse Craft, Ine. die-cut ornaments ADR 6/129 

North Electric Co. one-piece phone ADR 6/64 

Northrop Alreraft, Ine. atomic p'ane ADR 6/112 

Nutone Inc. power maid DR 2/112: 3-way mixer 
5/116, ADR 6/71 

O’Cedar Co. packaging. display 5/125, ADR 6/128 

Olin Mathieson Chem. Corp. announce aluminum 
production 4/63 

Olivetti Corp. portable typewriter ADR 6/83 

0-Luce of Milan telescopic lamps DR 3/122 

Onelda, Ltd. exhibitea products 1/24 

Oster Mfg. Co., John electric mest erinder ADR 
6/70: pipe and bolt threader ADR 6/119 

Owens-Corning Fibergias Corp. in “Kitchen of To- 
morrow” 1/74: techniques 1/110 

Packard-Bell Co. TV receiver exhibited 3/16: TV 
remote control ADR 6/59 

Padbloc Co., Inc. laundry cart ADR 6/107 

Parker Appliance Co. rubber floats T 4/149 

Parker House coffee tine 5/119 

Parker Pen Co. display 5/115: pen & desk stand 
ADR 6/124 

Permacel Tape Corp. Mylar tape T 2/122 

Phileo Corp. custom sectional appliances DR 
2/106: low power TV package 2/123: transistor 
portable 5/118: elevator oven, electric range with 
roast meter ADR 6/67: transistorized automatic 
computor ADR 6/61; miniature transistor T 6/139 
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fry pan DR 2/116 


grill in 
built-in re- 


Phillips Petroleum Co. polyethylene 4/113; heat 
resistant Marlex T 6/134 

Photoprocess Screen Mfg. silk screen jig 3/98 

Pickering & Co. electrostatic speaker ADR 6/55 

Plastakel Mfg. Co. nglon molding T 6/134 

Plas-Tex Corp. Pasadena Art Museum Show 3/16; 
polyethylene garbage can DR 3/122, ADR 6/108 

Plastics Mfg. Co. Texasware DR 3/122, 4/114 

Plastic Precision Parts Co. in “Case Study’’— 
Dormeyer Corp. 5/92 

Plaxall Inc. plastics 4/111, 113, 114, 115 

Plax Corp. styrene food containers 3/98 

Playskool Inc. pull-toy 5/121 

Plexigrip Inc. polyethylene zipper 3/97 

Plumb Chemical Corp. “Case Study'’——hammer 
handle 3/59 

Plumb, Inc., Fayette R. F66 hammer handle 3/59 

Pneuma-Serve, Inc. tool mount T 4/148 

Pollard Co., Frank L. Bar-B-Grate DR 4/143 

Polyfab Co. polyethylene bags 3/97 

Polymer Processes Inc. coating process 3/95; Whirl- 
clad coating process T 6/135 

Poppet Corp. rubber cement dispenser DR 2/120 

Popular Plastic Products Corp. Tenite meter 
cover T 124 

Porcelain Ename! Corp. 

Porsche new model in International Auto 
3/118; dashboards 4/139 

Precision Engineering Co. 

Pressurform Container Corp. 
procedure T 6/135 

Procter & Gamble Co. 

Proctor Electric Co. 


ceramic-on-metal tile 3/116 
Show 


household scales 4/75 
high speed molding 


toothpaste tube design 2/93 
laundry cart ADR 6/108; 
steam iron ADR 6/70 


Prophylactic Brush Co. molds Lunt flatware 3/64 

Pryne & Co. exhaust fan ADR 6/77 

Pyle-National Co, multi-vent Trofferlite ADR 6/76 

Pyles Industries, Inc. sealant gun cartridges 1/119 

Radio Corp. of America transistor radio 2/81; 
electronic refrigerator ADR 6/72; stereotype 
player ADR 6/56; electronic light amplifier ADR 
6/54: portable radio ADR 6/55; electronic air 
conditioning ADR 6/76: portable TV ADR 6/58; 
hear-see tape player ADR 6/58 

RCA Whirlpool Corp. refrigerator 7" 2/109; air 
conditioner DR 3/120; stove 5/117 

Radioear Corp. hearing aid ADR 6/124 

Raytheon Mfg. Co. depth meter T 6/138 

Reeves Brothers polyethylene cloth 5/130,131 

Regal Ware, Inc. electric bean pot ADR 6/68 

Regency Div. of 1.D.E.A., Inc., transistor radio 2/81 

A. Reich & Sons fruit package DR 3/125 

Renault of France jet turbine car ADR 6/115 

Republic Industry door hardware 5/123 

Republic Steel Corp. kitchen cabinets 2/101 

Rerecich Co. contour scraper T 4/148 

Revco, Inc. refrigerator DR 2/109, ADR 6/73 

Revell, Inc., Ray Keeve die-cut model train layout 
ADR 6/128 

Revere Copper & Brass, Inc. exhibits em 1/24; 
“Case Study"’—company history 2/4 

Rexton Finishes epoxy-based enamel 4/i AY 

Reynolds Metals Co. design program 4/58; alu- 
minum sheet with built-in pipes T 6/133 

Rheem Mfg. Co. water heater 5/120 

Kichardson Co. plastics drawer 3/57 

Ringlet Clothespins styrene pins ADR 6/107 

Risom Design, Inc., Jens sofabed, card-dining table 
ADR 6/98 

Ritchie & Sons Co., E. 8. nautical compass T 6/138 

Rival Mfg. Co. exe beater, ice crusher 5/120 

Robeson Cutlery Co.. Ine. knife rack DR 2/115; 
barbecue tools ADR 6/106 

Rohm & Haas Co. airforming Plexiglas letters 3/55; 
Plexiglas sheet 4/110; “Prismalume” 4/115 

Rolls Royce ‘Flying Bedstead" 3/75 

Rome Mfg. Co. design history 2/41 

Royal Typewriter Corp. color portables 2/93; 
Royalite portable ADR 6/63 

Rush Eraser Co. package DR 3/125 

Saginaw Furn. clothes filing system ADR 6/97 

Sargent & Co. Intergralock latch bolt ADR 6/93 

©. F. Sauer Co. Mylar packages 3/99 

Savage Arms Corp. “Savage's Civilized Power 
Mower" 4/108 

Scott, Inc., H. H. stereophonic tuner ADR 6/56 

Seott-Atwater Mfg. Co. outboard motors of the 
future T 1/119, 5/114 

Secovill Mfg. Co. lawn sprinkler 5/115, ADR 6/122 

Sears, Roebuck & Co. power tool packaging DR 
3/125: package designs 5/95: sewing machine 
5/116: crafteman electric drill 5/118: packages 
5/124: refrigerator AD 73 

Selig Mfg. Co. nesting tables ADR 6/98 

Semea Clock Co. traveling clock ADR 6/124 

Seng Co. sleeper-sofa 5/123 

Servel, Inc. refrigerator DR 2/108; air conditioners 
DR 3/120 

Sheffield Corp. market yo yrr machine tool 4/92 

Shetland Co. Foodsmith DR 2/11 

Sherwin-Williams Co. paint _ 2/96 

Silex Co. portable food warmer DR 2/114: Freeze- 
O-Tray DR 2-115 

Simplicity Mfg. Co. lawn-garden tractor ADR 6/122 

Sitterle Ceramics porcelain ash tray ADR 6/103 

Smith Corp., A. 0. glass smokestock 5/10: weld- 
ing gun ADR 6/119 


Smith Corona, Inc. elec- 


exhibits > 1/24: 
tric portable typewriter ADR 6/6: 


Somis Lemon Assoc. 
6/137 

Soss Mfg. Co. knuckle hinge T 3/130 

Soundscriber Corp. sound scriber ADR 6/62 

Spalding, Inc., A. G. inflatable kayak DR 4/144 

Specialty Paper Co. pre-stretched lamination 3/97 

Spencer Chemical Co. plastic greenhouse 4/113 

Sperry Gyroscope Co. ship stabilizer, compass sys- 
tem, floating test lab T 6/137 

Sperry-Rand exchange licenses with IBM 5/20 

S & 8 Machinery Co. drilling machine T 4/148 

Standard Oil Co. die-cut glasses ADR 6/129 

Standard Pressed Steel Co. titanium bolts 4/16 

Stanley Chemical Co. plastisol finish T 4/147 


electronic — sorter T 


Stanley Tools plane package ADR 6/130 

Stavert Co. cast iron log holder DR 2/118 

St. Charles Mfg. Co. steel storage wall ADR 6/97 

Stephens Tru-Sonic speaker enclosure ADR 6/57 

Stereo Corp. Contura camera 5/117 

Sterling Brass & Foundry in Do/More chair 3/72 

Stevens & Co., J. P. nylon fabric 656/130-1351 

Stiffel Co. Lampole ADR 6/79 

Stokes Corp., F. J. automatic injection molding 
machine T 3/130 

Stolle Corp. IDI membership 1/22; 
Tomorrow” 1/74 

Streamer Pen Co. ballpoint pen ADR 6/124 

Stromberg-Carlson Co. opens Nucleonic Research 
Section 2/24; ends TV production 3/26 

Studebaker-Packard Corp. Cars ‘56 4/135, 137; 
Harold E. Churchill quote 5/20 

Sub-Zero Freezer Co. Inc. built-in refrigerators 
DR 2/109 

Sugardale Provision Co. package ADR 6/128 

Superior Tube Co. ultrasonic muchining T 1/118 

Supreme Aluminum Industries “Good Design in 
Aluminum” 1/40 

Scripta Machines engraving machines T 4/47 

Swanson Products tool grinder 5/121 

Switzer Brothers, Inc. acetate sharkskin 5/130 

Sylvania Electric Products, Ine. smaller projec- 
tion lamp 2/51; RF lamp ADR 6/54; fluorescent 
lamp ADR 6/77 

Tappan Stove electronic range 5/116, ADR 6/67 

Telecar Co. tube tester 2/124 

Telex, Ine. delayed tr headset 2/125 

Tennessee Eastman Co. see Eastman Chemical Co. 

Thermador Electrical Mfg. Co, built in oven 
(double) ADR 6/67 

Thomas Furn. Co. removable chair cover ADR 6/99 

Thompson Products, Inc, antenna rotator 2/121 

Thonet Bros. bentwood chair ADR 6/85 

Three Dimension Corp. slide projector 5/115 

Timely Lighting Products chandelier 3/123 

Topeo Assoc. detergent package ADR 6/130 

Toro Mfg. Co. lawn mower 2/98 

Towle Mfg. Co. steel & sterling flatware ADR 6/104 

Towson Craftsman, Inc. salt & pepper shakers 
ADR 6/103 

Trail-Craft versatile boat DR 4/144 

Trave Co., The wins award 3/20 

bear vo Rug Guild, Priscilla rug brochure ADR 
6/1 

Union Carbide & Carbon Corp. experimental fuel 
cell T 6/139 

Union Steel Products Co. barbecue DR 4/143 

United Aircraft air synchrophasing T 6/136 

aie V7 Merchants Industrial Fabrics glass fabric 
5/130 


U. 8. Associates barbecue DR 4/142 

U. 8S. Gypsum Co. ‘Latest in Meshes'’—expanded 
metals 3/102; “Case Study’’—design program 
5/90; decorative expanded metal ADR 6/92 

U. 8. Hoffman Machinery Corp. vacuum cleaning 
equipment T 2/125 

U. S. Plywood Corp. in “Kitchen of Tomorrow” 
1/774: wood trims DR 2/120 

U. 8. Rubber Co. Trilok textiles 1/24: air-support- 
ed portable warehouse development ADR 6/90: 
Trilok T 6/135 

Universal Atomics new power supply T 6/139 

Val St. Lambert § glass ashtray ADR 6/103 

Variety Plastics sealant gun cartridges T 1/119 

Venini Glass blown glass bottles ADR 6/83 

Viking Tool Corp. beryllium copper castings for 
taximeters T /119 

Vikon Tile Corp. porcelain ename! tile 3/113 

Village Blacksmith Co. grass shears 5/121 

Virgo Mfg. Co. Stowaway grill DR 4/143 

Volkswagen rear-engine car ADR 6/83 

Vornado air conditioner 3/121 

Wagner Electric Corp. electric fry pan DR 2/117 

Waldes Kohinoor, Inc. zipper DR 3/124 

Ward, Montgomery plastic drawer 3/57 

Waring Products Corp. ice jet DR 2/119: Mixor 
DR 2/119 

Washburn Co., The flour sifter ADR 6/108 

Wayne Pump Co. gasoline pump 2/99 

Wearever Div., Aluminum Cooking Utensil Co., Inc. 
outdoor coffee boiler DR 2/117; square cake pan 
ADR 6/108 

Wedgewood & Sons, Josiah dinnerware ADR 6/85 

Wellington Sears Co. non-woven fabric T 4/148 

Wells Specialty Co. Biddy Broom ADR 6/108 

Wesson Co. movie 1/24 

West Bend A'uminum coffee pot 1/40: ye fry 
pan DR 2/116; 48-cup coffee urn ADR 6/69 

Western Electric Co., Inc. telephone 2/44 

Westinghouse Air Brake Co. new president 5/20 

Westinghouse Electric Corp. built-in ovens DR 
2/104; automatic appliance center DR 2/112: 
toaster DR 2/112, 3/114: canister vacuum 
cleaner DR 2/115; new expansion program 3/26: 
air conditioner DR 3/121: housewares sales report 
5/18: Rambler personal portable radio ADR 
6/55: built-in laundry ADR 6/74: electronic 
cooking center ADR 6/66: electroluminescent 
panels ADR 6/77: portable TV ADR 6/59: auto- 
matic appliance center ADR 6/68: automatic 
tea maker ADR 6/69 

Westinghouse Switchgear Div. 
ing Show 3/96 

White Motor Co. 
T 2/125 

White Stag Mfg. Co. design and craftemanship 3/83 

Wilpet Tool & Mfg. Co. polystyrene goblets 3/97 

Windin’ Ball Records Co. jacket covers 5/125 

Wiss & Sons Co., J. packaging aay 'y A ADR 6/130 

Woodall Industries premix molding 3/59 

Wooster Rubber Co. dustpan ADR 6/108 

Worcester Wire Works, Div. National Standard Co. 
bunched wire for brush T 4/147 

Yale & Towne Mfg. Co. “Hardware Becomes an 
Art Gallery" 3/68: door pulls ADR 6/95 

York Corp. air conditioner DR 3/120, 121 

Zadiix Products Co. slide storage case DR 3/124 

Zeler Co., Evans polyethylene funnel DR 2/120 

Zenith Radio Corp. transistor radio 2/81 


in “Kitchen of 





in Design Engineer- 


airfield vacuum cleaner truck 











